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SECTION 1 


GENERAL INFORMATION 


1-1. SCOPE. 


1-2. This technical manual is in effect upon receipt and supersedes NAVSHIPS 96026. 
Extracts from this publication may be made to facilitate the preparation of other Department 
of Defense publications. 


1-3. This technical manual describes and contains the necessary information for the 
installation, operation, troubleshooting, and maintenance of Radio Transmitting Set 
AN/URT-23(V). Additionally, this manual includes related tuning and operating information 
for accessory Antenna Coupler Group AN/URA-38. Hereinafter, Radio Transmitting Set 
AN/URT-23(V) will be referred to as the AN/URT-23(V). 


1-4. DESCRIPTION. 
1-5. GENERAL. 


1-6. The AN/URT-23(V) is a 1 KW single-sideband Radio Transmitting Set that can be 
supplied in any one of four possible configurations. The normal configuration will include 
Radio Transmitter T-827/URT, and will be capable of general purpose voice, continuous 
wave, and radio teletypewriter transmissions in the 2.0 to 30.0 MC frequency range. The 
exact spacing and number of channels available for operation in this configuration is de- 
pendent on the model of the T-827/URT supplied as a part of the AN/URT-23(V) (paragraph 
1-8). In the other configurations, the modes of operation, frequency range, and number of 
channels available will depend on the exciter being used. Stack or rack mounting may be 
used to install the units of the AN/URT-23(V) in a ship or shore fixed installation with other 
ancillary equipment to form a complete communications system such as that shown in 
figure 1-1. Any one of three three-phase primary power sources can be used to provide 
operating power to the AN/URT-23(V): 115 volts line-to-line, 400 CPS; or 208 or 440 volts 
line-to-line, 60 CPS. The major units used to make up the four AN/URT-23(V) configura- 
tions are: Radio Transmitter T-827/URT, Radio Frequency Amplifier AM-3924(P)/URT, 
Power Supply PP-3916/UR or (optionally) Power Supply PP-3917/UR, and Electrical 
Equipment Shock Mount Base MT-3399/U. Hereinafter, these units will be referred to as 
the T-827/URT, AM-3924(P)/URT, PP-3916/UR, PP-3917/UR, and MT-3399/U, 
respectively. 


1-7. RADIO TRANSMITTER T-827/URT. 


1-8.. The T-827/URT is a low level transmitter (exciter) which provides a USB, LSB, ISB, 
CW, FSK, or Compatible AM RF signal of sufficient power (approximately 100 MW) to drive 
the AM-3924(P)/URT. Digital tuning is used to cover the 2.0 to 30.0 MC frequency range. 
(Model T-827/URT tunes from 2.0 to 29.9995 MC in 500 CPS increments; Model T-827A/ 
URT and later models tune from 2.0 to 29.9999 MC in 100 CPS increments.) A five wire 
coded output from the T-827/URT is also applied to the AM-3924(P)/URT to automatically 
tune it to the correct frequency band. The T-827/URT is housed in a metal case which can 
be stack or rack mounted with the associated units. For a more complete description, 
refer to NAVSHIPS 0967-032-0010, ,{ echnical Manual for Radio Transmitter T-827/URT. 
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1-9. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT. y 


1-10. The AM-3924(P)/URT (figures 5-6 through 5-17) is a two stage 40 DB linear power 
amplifier which produces an output of 1 KW of PEP and average power with a nominal input 
of 100 MW. Nineteen frequency bands are used to cover the 2.0 to 30.0 MC operating fre- 
quency range. The operating band is automatically selected by a five-wire code generated 
by the T-827/URT or internally generated if the T-827/URT is not used. The code controls 
two motor-driven bandswitch assemblies on which are mounted broadband transformers 
used as interstage and output tuned circuits for the two amplifier stages. Automatic control 
circuits compensate for variations in system gain, mode of operation, or loading to protect 
the unit against overload. The AM-3924(P)/URT can be modified to allow operation with an 
exciter other than the T-827/URT (paragraph 2-40). Plugged mounting holes are provided 
in the front panel and rear of the case to allow the installation of the circuitry. The 
AM-3924(P)/URT operates from a three phase primary power source of 115 volts line-to- 
line, 400 CPS; or 208 or 440 volts line-to-line, 60 CPS. All low voltages required for 
operation (except two of the relay control voltages) are internally produced. The high volt- 
ages required for powering the electron tubes used in the amplifier stages are produced by 
the associated Power Supply PP-3916/UR (when using 60 CPS primary power) or the optional 
internally mounted Power Supply PP-3917/UR (when using 400 CPS primary power). 


1-11. The AM-3924(P)/URT consists of eight major subassemblies (one of which is the 
PP-3917/UR, when used) which are secured to a chassis and panel assembly. The chassis 
and panel assembly is mounted on ball bearing slides and is housed in a metal case. The 
slides allow the chassis to be fully extended from the case and locked ina horizontal position 
or rotated 90 degrees up and locked=1 in a vertical position to facilitate servicing. -Tkhe- 
EL timit of the-case-cable. Hevwever,- 

e. All operating con- YX) 
trols and indicators are located on the front panel. Those controls used only for initial i. 
set-up are protected by a hinged access cover. All connections are made at the rear of the 
case. The four electron tubes and the associated interstage broadband transformer assem- 
blies are cooled by forced convection. Cooling air is drawn through a filter on the front 
panel and exhausted through a port on the rear of the case. 


1-12. POWER SUPPLY PP-3916/UR. 


1-13. The PP-3916/UR (figure 5-20) produces operating voltages for the AM-3924(P)/URT 
when operating from a 60 CPS, three phase, 208 or 440 volt line-to-line primary power 
source. All components of the PP-3916/UR, except the power transformers, are mounted 
on a chassis and panel assembly, which is hinge-mounted to a metal case. Loosening five 
front panel captive screws allows the chassis and panel assembly to be dropped 90 degrees 
to a horizontal position for servicing and troubleshooting. The power transformers are 
constructed as an integral part of the case. Two self-indicating fuse holders and a POWER 
ON indicator are located on the front panel of the PP-3916/UR; there are no operating 
controls. Connections to the PP-3916/UR are made at the rear of the case. 


1-14. POWER SUPPLY PP-3917/UR. 


1-15. The PP-3917/UR (figure 5-18) produces operating voltages for the AM-3924(P)/URT 
when operating from a 400 CPS, three phase, 115 volt line-to-line primary power source. 
When used, the PP-3917/UR is mounted as a subassembly of the AM-3924(P)/URT. All 
components of the PP-3917/UR are mounted on a base plate which is secured to the under- 
side of the AM-3924(P)/URT chassis. The PP-3917/UR is interconnected to two terminal 
boards on the AM-3924(P)/URT chassis through a harness to which two fanning strips are 
attached. 
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1-16. ELECTRICAL EQUIPMENT SHOCK MOUNT BASE MT-3399/U. 


1-17. The MT-3399/U (figure 1-2) is used in shipboard installation as a resilient shock 
mounting base on which the units of the AN/URT-23(V) are stack mounted. It consists of 

an open frame structure attached to a flat mounting plate through vibration isolators. These 
isolators protect the units by damping shock and/or vibration of continuous or intermittent 
origin. Brackets are attached to the sides of each unit to enable the units to be secured to 
each other and in turn to the MT-3399/U. The MT-3399/U is anchored to the deck of the 
ship or some other suitable horizontal mounting surface. In addition, a sway brace secures 
the top of the stack to the bulkhead of the ship. This limits lateral motion, and thus, re- 
duces the required sway space. The sway brace also prevents the stack from tilting when 
an equipment chassis is withdrawn from its case. The MT-3399/U and mounting brackets 
are constructed of aluminum to reduce the equipment's magnetic signature, thus making 

the mounting system suitable for use in configurations where the use of magnetic material 
is critical (such as on minesweepers). 


1-18. REFERENCE DATA. 


1-19. The following paragraphs contain data on the electrical characteristics of the units 
of the AN/URT-23(V). 


Figure 1-2. Electrical Equipment Shock Mount Base MT-3399/U 


ORIGINAL 1-3 


Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
1-20 GENERAL INFORMATION 


1-20. RADIO TRANSMITTER T-827/URT. 


a. Frequency range: Model T-827/URT 2. 000to 29. 9995 MC in 0.5 KC increments 
(56, 000 channels). Model T-827A/URT and later models 2.000 to 29.9999 MC in 0.1 KC 
increments (280, 000 channels). 

b. Frequency stability: 1 part in 108 per day. 


c. Modes of operation: USB, ISB, LSB, FSK, ISB/FSK (ISB with FSK on USB), CW, 
and compatible AM. 


d. Type of frequency control: crystal controlled synthesizers referenced to a 5 
megacycle internal or external frequency standard. 


e. Intermodulation distortion: -35 DB maximum at 0.1 watt output. 

f. Carrier suppression: 50 DB. 

g. Power output: 0.1 watt nominal; 0.25 watt maximum. 

h. Primary power requirements: 115 VAC +10%, single phase, 48 to 450 CPS. 

i. Power consumption: 65 watts. 

j. CW mode: keyed carrier frequency. 

k. FSK mode: 850 CPS total shift on a selectable center frequency (2000 or 2550 CPS). =) 
1. Output impedance: 50 ohms. : 


m. Audio input impedance: Remote, 600 ohms; Local, carbon microphone (30 ohms 
nominal). 


n. Teletypewriter loop current input: SPACE - 0 MA; MARK - 5 MA minimum, 
60 MA maximum. 


1-21. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT. 
a. Frequency range: 2.0 to 30.0 MC in 19 bands. 


b. Power output: 1 kilowatt PEP for USB, LSB, ISB and Compatible AM (250 watts of 
carrier) emissions; 1 kilowatt of average power for CW, FSK and FAX emissions. 


ce. Intermodulation distortion: -40 DB nominal. 


d. Primary power: 115 volts 10% line-to-line, 400 CPS, three phase, three-wire; 
or 208 or 440 volts +10% line-to-line, 60 CPS, three phase, three-wire. 


e. Power consumption: 4400 watts at rated full power output. 


f. Heat dissipation: 3400 watts at rated full power output. 


g. RF power input: 100 milliwatts nominal. 
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h. Tuning time: 10 seconds. 
i. Ambient temperature limitations (during operation): 0 to 50 degrees C. 
j. Required RF load: 50 ohms with a maximum VSWR of 4:1. 


k. Diode, transistor, and tube complement: 


DIODE TRANSIS TOR 
TANI 49S I? / 


JANIN277M 
JANIN753A 
JAN1N914 

J AN1N3000B 
J AN1N3002B 


Dra 
9 


JAN2N297A 
JAN2N398A 
J AN2N404 

USN2N1132 
JAN2N1309 


8122 
4CX1500B/ 
8660 


JAN1N3033B 
JAN1N3611 


JAN2N1613 
iz WD M2906A 


1-22. POWER SUPPLY PP-3916/UR. 


a. Primary input power: 208 volts +10% line-to-line, 48 to 63 CPS, or 440 volts 
+10% line-to-line, 60 CPS +5%, three phase, 0.88 minimum power factor. 


b. Power consumption: 4600 watts. 
c. Power dissipation: 150 watts. 
d. Output voltages: (1) 115 volts, 60 CPS, single phase, 185 watts. 


(2) 115 volts, 400 CPS, single phase, square wave, 
70 watts. 


(3) 500 VDC at 0.9 amperes. 


(4) 2250 VDC at 1.2 amperes (unfiltered). 


e. Diode and transistor complement: 


294 9. “SOL =O00* 


4orS JAN1N3611 
1N4721 


*R F Communications, Inc. part number 
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1-23. POWER SUPPLY PP-3917/UR. 


a. Primary input voltage: 115 volts +10% line-to-line, 380 to 420 CPS, three phase, 
0.88 minimum power factor. 


b. Power consumption: . 4600 watts. 


c. Power dissipation: 150 watts. 
d. Output voltages: (1) 115 volts, 60 CPS, single phase, square wave, 
40 watts. 


(2) 115 volts, 400 CPS, single phase, 215 watts. 
(3) 500 VDC at 0.9 amperes. 


(4) 2250 VDC at 1.2 amperes (unfiltered). 


e. Diode and transistor complement: 


DIODE QTY | TRANSISTOR | QTY 


; D22-5001-000* 2N2290 2 
PIP ~ FVS” 1)99 5002008 


JANIN3611 


TOTAL 6 | TOTAL 2 


*R F Communications, Inc. part number 


1-24. EQUIPMENT SUPPLIED. 


1-25. The equipment supplied as a part of each of the four AN/URT-23(V) configurations is 
listed in table 1-1. 


1-26. TYPICAL EQUIPMENT, CABLES, AND PUBLICATIONS REQUIRED BUT NOT 
SUPPLIED. 


1-27. Typical equipment, cables, and publications required but not supplied as part of the 
AN/URT-23(V) are listed in table 1-2. The exact requirements will depend on the config- 
uration being used. If the indicated test equipment is not available, use an equivalent 
substitute. 


1-28. FACPORY-ORFIELD-CHANGES. 


1-29. No factory changes have been made to the AN/URT-23(V). Table 1-3 provides a list 
of field changes that should be made. 
pant ee : re: é : a 
ex ble UG [Provider 4 ligt Fa) f faetory Aaa 78S 
that should be nade 
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TABLE 1-3. FIELD CHANGES 
IDENTIFICATION 


OF 
ACCOMPLISHMENT 


FIELD CHANGE TITLE SERIAL NUMBER 
AND PURPOSE AFFECTED 


1-H-169/U Modification for keying All that are used Identified by the 


sequence. Eliminates with the AN/URT- absence of a loud 
a full-power keying 23(V), including receiver "click" 
transient when the those at remote when the T-827/ 
T-827/URT is unkeyed. control units. URT is unkeyed. 


1-30. EQUIPMENT SIMILARITIES. 


1-31. Two separate versions of the T-827/URT may be used in the AN/URT-23(V). Model 
T-827/URT tunes from 2.0 to 29.9995 MC in 500 CPS increments (56, 000 channels). 
Model T-827A/URT and later models tune from 2.0 to 29.9999 MC in 100 CPS increments 
(280, 000 channels). This manual contains installation and operation instructions for the 
T-827/URT as a part of the AN/URT-23(V). For more complete information on the T-827/ 
URT refer to NAVSHIPS 0967-032-0010, Technical Manual for Radio Transmitter T-827/URT. 
Or March ips OCFEP-~ O°” L0/d 
1-32. Instructions for installation of Antenna Coupler Control C-3698/URA-38, and for op- 
eration of Antenna Coupler Group AN/URA-38 in conjunction with the AN/URT-23(V) are 
contained in this manual. For more complete information on Antenna Coupler Group 
AN/URA-38, refer to NAVSHIPS 0967-204-0010, Technical Manual for Antenna Coupler Group 
Group AN/URA-38. 


1-33. PREPARATION FOR RESHIPMENT. 


1-34. The AN/URT-23(V) is shipped complete in one shipping container. To prepare the 
AN/URT-23(V) for reshipment, remove all interconnecting cables and accessories connected 
to the units. Remove the stacked units from the MT-3399/U and bolt the MT-3399/U to the 
top of the equipment stack, cover the equipment stack with a waterproof cover and bolt the 
stack to a shipping pallet. Pack all Technical Manuals, interconnecting cables, accessories, 
etc. into a cardboard container and place on top of equipment stack. Crate system in ac- 
cordance with applicable specifications. 
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TABLE 1+~. FACTORY CHANGES 


FAC TORY FACTORY CHANGE 
CHANGE TITLE AND 
NUMBER PURPOSE 

1-AN/ Addition of 1A1A3L2. To 
URT-23(V) flatten frequency response 


of Power meter 1A1M2. 


2-AN/ 
URT-23(V) 


from 110 PF to 75 PF 
and 1A1A2C39 from 110 
PF to 150 PF. To 
increase current rating. 


add diode 1A1A6CR29 
(1N914) , and change 


to 820 ohms. To elimi- 
nate excessive leakage 
from 1A1A6Q19 at high 
temperature. 


4-AN/ Change value of 

URT-23(V) 1A1A2C28 from 1000 PF 
to 820 PF. To improve 
response characteristics 
of 3.0 to 3.5 MC band. 

5-AN/ Change transistor type 

URT-23(V) of 1A1A6Q17 from 
2N398A to 2N2906A to 
increase reliability at 
50 C. 

6-AN/ Change fuse 2A1F1 in PP- 

URT-23(V) 3916/UR from 5 Amp slow 


blow (MIL type F02 B250- 
5A) to 8Amp standard 
(MIL type F03A250-8A) to 
improve reliability. 


CHANGE 2 


Change value of 1A1A2C38 


Delete resistor 1A1A6R20, 


1A1A6R18 from 180 ohms 


SERIAL NO. 
AFFECTED 


All except A3 and A4 


All except A5,A6,A8,A9,A10, 
Al3. 


All except A5 through A71. 


All except A3 through A145 


A158 and up except A159-A172, 
A174-A189, A191-A238, A240, 
A241, A243-A254, A256, A258, 
A259, A270, A278, A288, A289, 
A292, A295, A297-A302 , A304- 
A306, A356, A859, A872, A395, 
A401, A427, A437, A488, A440- 
A442 , A445-A449, A451-A453, 
A455, A457-A467, A469, A528, 
A544-A549, A592, A661, A665, 
A670-A672 , A677, A678, A680- 
A687, A700, A702-A705, A709, 
A710, A713-A727, A729. 


Change 5 and Change 6 made to the 
same equipments. The list of ser- 
ial numbers and exceptions listed 

for Change 5 alsoapply to Change 6. 


Table 
1-4 


INDICA TION 


OF ACCOM- 
PLISHMENT 


None 
Apparent 


None 
Apparent 


None 
Apparent 


None 
Apparent 


None 
Apparent. 
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TABLE 1-4. FACTORY CHANGES (Cont) 


ee 
FAC TORY FACTORY CHANGE INDICA TION ) 
CHANGE TITLE AND SERIAL NO. OF ACCOM- 
NUMBER PURPOSE AFFECTED PLISHMENT 


7-AN/ Change 3 @ rectifiers All PP-3916/UR units over None 
URT-23(V) | 1A1A8CR1 and 1A1A8CR2 | A1031, and all PP-3917/UR Apparent. 
in PP-3917/UR and2A1CR2 | units over A199 
and 2A1CR3 in PP-3916/ 
UR from D22 -5002 -000 to 
8948-4015 to increase 
reliability. 


8-AN/ Addition of ground pulse All T-827/URT units except None 
URT-23(V) assembly to produce a 365, 367-379, 381, 383, 384, Apparent. 
ground pulse with any 387, 392, 394-396, 399, 408, 
frequency change of 415, 425, 480, 447, 451, 452, 
1 KC and 10 KC dials. 455, 457, 462, 468, 469, 507, 
511, 533, 540, 541, 543, 548, 
550, 558, 562, 566, 570, 590- 
592, 608, 613, 619, 620, 623, 
625-627, 629, 631-642, 646, 
648-650, 653, 656, 659, 663, 
665-670, 672, 674-680, 683, 3) 
684, 686, 688, 690-696, 698- * 
703. 
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SECTION 2 


INSTALLATION 


2-1. UNPACKING AND HANDLING. 
2-2. HANDLING. 


2-3. The AN/URT-23(V) is shipped in a single crate, with all units attached to each other. 
The approximate shipping weight of the equipment is 500 pounds. Provisions will be re- 
quired for loading, transportation, unloading, and setting the AN/URT-23(V) in place. 


2-4. UNPACKING. 


2-5. No special procedures are required for unpacking the AN/URT-23(V). However, 
since the equipment is made up of accurately calibrated precision units, rough handling 
should be avoided. Caution should be taken when removing sections of the packing carton to 
prevent damage to the controls, indicators, and connectors. For shore installations where 
the MT-3399/U is not used, return the MT-3399/U to stock supply for spare support. 


2-6. POWER REQUIREMENTS. 


2-7. The AN/URT-23(V) can be operated from any one of the three primary power sources 
listed in a through c below. For any of the voltage and frequency combinations listed, the 
AN/URT-23(V) requires a three phase, three wire primary power source which will supply 
4600 watts with a minimum power factor of 0.88. When shipped, the AN/URT-23(V) is 
wired and fused for operation from a 440 volt, 60 CPS primary power source. Paragraph 
2-19 describes the wiring and fuse changes required for operation from any of the possible 
power sources listed below. Primary power distribution within the AN/URT-23(V) is shown 
in figures 5-21 and 5-22. 


a. 115 volts line-to-line +10%, 400 CPS +5%, three phase, three wire. 
b. 208 volts line-to-line +10%, 48 to 63 CPS, three phase, three wire. 
c. 440 volts line-to-line +10%, 60 CPS +5%, three phase, three wire. 
Note 
When operating from the source described in a above, 
Power Supply PP-3917/UR is used. When operating 
from the sources described in b and c above, Power 
Supply PP-3916/UR is used. 
2-8. SITE SELECTION. 
2-9. In selecting a shipboard installation site, adequate consideration must be given to 
space requirements (figure 2-1). This requirement will include space for servicing the 


slide-mounted T-827/URT and AM-3924 (P)/URT when extended from their cases, and cable 
bends. In addition, during 400 CPS operation the stack must be mounted at least four inches 
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above deck to allow the AM-3924 (P)/URT chassis (when extended from case) to be rotated 
upwards for servicing. If the exhaust from the AM-3924 (P)/URT is to be ducted out of the 
area, adequate space must be allowed for the connection of the necessary ductwork to the 
rear of the AM-3924 (P)/URT. 


2-10. When selecting a shore installation site, similar considerations must be given to the 
space requirements. In addition, the equipment should be located so that the antenna can be 
mounted high enough to clear any surrounding hills, woods, or buildings. Also, the antenna 
should be located as far as possible from any high power transmission lines to prevent 
interference. 
2-11. INSTALLATION REQUIREMENTS. 
Note 

The AM-3924 (P)/URT can be modified for use in a 

special two-exciter system. The field change installa- 

tion of additional circuitry will permit front panel switch-~ 

ing of the RF input of the AM-3924(P)/URT from the 

T-827/URT to a second exciter (paragraph 2-40). 
2-12. CONSIDERATIONS. 


2-13. The following factors should be considered when determining the proper location of 
the system. 


a. Best operating conditions. 


b. Ease of maintenance, adjustment of equipment, and replacement and repair of de- 
fective parts or complete units. 


c. Possibility of interaction between units and other electroric equipment in the 
vicinity. 

d. Adequate heat dissipation (including convenience of duct installation, if desired). 

e. Availability of an appropriate primary power source. 

f. Availability of an adequate ground. 

g. Accessibility of antenna systems. 
2-14. INSTALLATION PROCEDURES. 
2-15. The installation procedures vary with the configuration (rack or stack mounted), the 
number of units in the configuration, the primary power source available, and the ship in 
which the system is installed. The following paragraphs provide all the information re- 


quired to install the AN/URT-23(V) for any type of installation. 


2-16. STACK MOUNTING. The AN/URT-23(V) is shipped with the units stacked. To in~ 
stall the equipment in a stack-mounted configuration, proceed as follows: 


a. Select a location for the equipment, after considering all the factors listed in 
paragraph 2-12. 
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NOTES: 


Whew The —-> 
pp 341 UR jx ® 
pot 12 The 

s tocl? 


Optional mounting for coupler control unit C-3698/URA-38. 


Dimensions shown on right side view (6.00, 25.00, 22.00) 
indicate clearance necessary to remove chassis from their 
respective cases. Clearance for withdrawal and tilting of 
chassis is within these limits. 


Detail C represents six no. 6-32 tapped holes to facilitate 
mounting of exhaust air removal duct if required. Depth of 
screw penetration .100 inch mgximum. Flow rate of exhaust 
air from AM-3924(P)/URT is CFM, Exterior exhaust 

duc all have inlet pressure no greater than 14.7 psi absolute 
at CFM. Refer to Figure 2-3 for exhaust hood fabrication, 
for installations not provided with exhaust air ducting. 


If armored cables are used for interconnection, armor shall 
be cut back 10 inches from connector to avoid undesired 
stresses on MT-3399/U caused by cable stiffness. 


Sway and lean clearance for equipment on shock mount is 2.38 
inches in all directions when 4 units are mounted as shown. 
Cable clearance shown at rear is adequate for sway and lean 
on shock mount. 


View B-B provides mounting hole template for sway brace 
installation. 


Screw type bonds should be used to ground equipment cases at 
the points furnished and marked on the rear of each unit. 
(Solid copper ground straps preferred to braided type). 


Amplifier AM-3924(P)/URT requires 8.5 inches bottom 
clearance for tilting chassis when it is extended out from the 
case on its slides. 
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b. Prepare a mounting surface for the equipment stack. The equipment stack must be 
a minimum of four inches above the deck when the PP-3916/UR is not used (400 CPS pri- 
mary power source). 


c. Using the dimensions shown in view A-A of figure 2-1, drill eight 0.297 inch diam- 
eter holes for securing the shock mount base plate to selected mounting surface. 


d. Remove the AN/URT-23(V) from the shipping carton. 
e. Remove the MT-3399/U from the top of the stack. Save hardware. 


f. Set MT-3399/U on mounting surface and bolt in place using 1/4-20 hardware (to be 
supplied by the installing activity). 


g. Lift and slowly lower the equipment stack onto the MT-3399/U and secure using the 
hardware removed from the MT-3399/U in step e. 


CAUTION 


The high center of gravity of the stacked units of the 
AN/URT-23(V) requires restriction of lateral motion. 
A sway brace is included as part of the MT-3399/U 
for this prupose. 


h. Attach the swaybrace to the top unit of the AN/URT-23(V) with 5/16-18 hardware (to 
be supplied by the installing activity). 


i. Measure the distance from the sway brace vibration isolators to the bulkhead 
(figure 2-1). Using the dimensions shown in view B-B of figure 2-1, modify bulkhead as 
required to interface with the sway brace. Secure swaybrace to bulkhead, using 5/16-18 
hardware (to be supplied by the installing activity). 


j. Ifused, position the C-3698/URA-38 as shown (phantom) in figure 2-1 and secure 
by bolting the mounting brackets to the top of the T-827/URT mounting brackets. 


k. Refer to paragraph 2-19 and install the proper primary power jumpering and fusing. 

1. Install cable and ground connections according to paragraph 2-22. 
2-17. RACK MOUNTING. The units can be rack mounted in Cabinet Electrical Equipment 
CY-4516/S (or equivalent). To accomplish this, rack mounting brackets must be fabricated. 
Figure 2-2 provides all information required to fabricate the rack mounting brackets for 
shore installations. For shipboard installations a special installation "kit'' (supplied by the 
installing activity) will be required. To install the equipment in the CY-4516/S, proceed as 
follows: 

a. Remove the AN/URT-23(V) from the shipping container. 


b. Remove the mounting bolts and separate the units. 


c. Remove the stack mounting brackets from the sides of each unit. Return stack 
mounting brackets and MT-3399/U to stock supply. 
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d. For shore installations, use the information contained in figure 2-2 to fabricate 
rack mounting brackets for each unit. For shipboard installations, obtain a special CY- 
4516/S shipboard installation kit from stock supply. 


e. Attach the fabricated rack mounting brackets to the sides of the units. Slide each 
unit into the cabinet, and secure (mounting hardware to be supplied by the installing activity). 


Note 
It is advisable to use the same installation configuration 


used for stack mounting (figure 2-1) so that supplied 
cables will reach. 


f. Refer to paragraph 2-19 and install the proper primary power jumpering and fusing. 
Confirm any special instruction as may be supplied with the special CY-45 16/S installation 
kit. ; 

g. Install cable and ground connections according to paragraph 2-22. 

2-18. POWER SUPPLY PP-3917/UR. The PP-3917/UR (optional accessory unit) is used 
only when the equipment is operated from a 400 CPS primary power source. When operat- 
ing from a 60 CPS power source, the PP-3917/UR must be removed (if installed) from the 
AM-3924 (P)/URT. To install the PP-3917/UR into the AM-3924 (P)/URT proceed as follows: 


WARNING 


Do not extend the AM~3924 (P)/URT chassis from the 
case unless the case is securely mounted. 


a. Loosen the eight captive screws on the AM-3924 (P)/URT front panel and slide the 
chassis out from the case until the chassis slides lock. 


WARNING 


Ensure that no primary power is connected to the 
AM-3924 (P)/URT. 


b. Release the chassis slide tilt locks, rotate chassis upward 90° until locks engage. 
c. Remove high voltage protective cover over 1A1TB1 and 1A1TB2 (figure 5-8). 
d. Remove jumpering strip from 1A1TB2 (if present). 


e. Set PP-3917/UR into the space provided on left side of the AM-3924 (P)/URT 
chassis underside and secure with 5 captive screws. 


f. Connect PP~3917/UR cable harness fanning strips 1A1A8P1 and 1A1A8P2 (figure 
5-18) to terminal boards 1A1TB1 and 1A1TB2, respectively. 


g. Replace the high voltage protective cover over 1A1TB1 and 1A1TB2 (figure 5-8). 
h. Mate the sealed plug assembly supplied with the PP-3917/UR to connector 1A2J1 on 
the rear of the AM-3924 (P)/URT case. 
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i. Refer to paragraph 2-19 and make the necessary fusing and jumpering changes. 


2-19. PRIMARY POWER JUMPERING AND FUSING. The AN/URT-23(V) can be operated 
from any one of the three primary power sources listed in paragraph 2-7. As shipped, the 
equipment is wired and fused for 440 volts 60 CPS primary power. [If one of the other pri- 
mary power sources is to be used, the equipment must be converted for operation from the 
new source. This conversion may consist of substituting jumpering strips on terminal 
boards within the AM-3924 (P)/URT, and the PP-3916/UR (when used). It may also consist 
of changing the primary fuses in the AM-3924 (P)/URT and/or exchanging power supplies. 
The procedure below refers to table 2-1 which contains the different combinations of changes 
to be made. Figures 5-21 and 5-22, which show primary power distribution, will assist in 
understanding the changes to be made. The information listed below will assist in locating 
the terminal boards. 


Note 


Only one high voltage power supply is required. When 
converting an installation, remove the supply which no 
longer can be used from the installation and substitute 
with the required supply from stock. (The PP-3916/UR 
is used for 60 CPS primary power and the PP-3917/UR 
is used for 400 CPS primary power. ) 


a. Terminal boards 1A1TB1 and 1A1TB2 are located at the bottom left of the AM- 
3924 (P)/URT chassis under the high voltage protective cover nearest driver transformer 
assembly 1A1A4 (figure 5-8). 


b. Terminal board 1A1TB4 is located on a bracket under the high voltage protective 
cover on the top of the AM-3924 (P)/URT chassis at the left side (figure 5-7). 


c. The three primary power fuses are located on the front panel of the AM-3924 (P)/ 
URT (figure 3-2). 


d. Terminal board 2A2TB1 is located inside the PP-3916/UR case on the bottom 
directly behind the hinged front panel (figure 5-20). 


e. Fanning strips 1A1A8P1 and 1A1A8P2 are integral parts of the PP-3917/UR cable 
harness (figure 5-18). 


2-20. To convert the AN/URT-23(V) for operation from a new power source (one of the 
three listed in paragraph 2-7), proceed as follows: 
WARNING 
Ensure that primary power is not connected to the AM- 


3924 (P)/URT. Failure to do so will cause unswitched 
primary power to be present at the exposed terminals. 
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TABLE 2-1, PRIMARY POWER JUMPER CONNECTIONS AND FUSES, 


MATING PLUG OR FUSE 


TERMINAL Pee ee ee ae, | 
pquipment | soar on | M0vgIg | ang vours | us your 
FUSEHOLDER 
PRIMARY PRIMARY PRIMARY 
POWER POWER POWER 

AM-3924(P)/ 

URT 1A1TB1 1A1A8P1 
1A1TB2 1A1A8P2 
1A1TB4 1A1P1 
PRIMARY 
FUSES 25 AMP 
(3 ea.) 

PP-3916/UR 2A2TB1 NONE 


Note 


For each step in the procedure, refer to table 2-1, and 
compare the information for the line voltage for which 
the set is presently connected with the information given 
for the line voltage to which the set is to be converted. 
For some steps the information will probably be the 
same, and no change in wiring configuration will be 
required. 


a. Note the frequency of the intended primary power source. The PP-3916/UR will be 
required for 60 CPS operation, or PP-3917/UR will be required for 400 CPS operation. If 


necessary, requisition the required power supply from stock supply and install it (paragraph 
2-14 or 2-18). 


b. Loosen the eight front panel captive screws and slide the AM-3924(P)/URT chassis 
out from the case until the chassis slides lock. 


c. Locate terminal boards 1A1TB1, 1A1TB2, and 1A1TB4, and ensure that proper 


jumpering strips are installed for the new intended primary power source according to the 
information in table 2-1. 


d. Determine that the fuses in the three primary fuse holders on the AM-3924(P)/URT 
front panel have the proper current rating according to table 2-1. 


e. Slide the AM-3924(P)/URT chassis back into the case, and secure with the eight 
captive front panel screws. 


f. If operation is intended from a 60 CPS source, open the front panel of the PP-3916/ 
UR and ensure that the proper jumpering strip is installed on 2AATB1 according to table 2-1. 


g. Close and secure the front panel of the PP-3916/UR with the five front panel captive 
screws. 
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2-21. COOLING. Precautions should be taken to ensure that nothing obstructs the AM- 
3924 (P)/URT front panel air intake filter or the air exhaust at rear of the case. If exhaust 
air is ducted, provisions (such as a booster fan in the duct work) must be made to compen- 
sate for the impedance of the duct work so that a minimum of 4 CFM of air flows through 
the air exhaust on the rear of the case. Six holes, tapped for 6-32 hardware, are provided 
on the perimeter of the AM-3924 (P)/URT exhaust port for attachment of the duct (figure 2-1). 
Length of 6-32 screws must be choosen to prevent interference with rubber gasket on far 
side of exhaust port (figure 2-1). If no ducting is to be used, and the units will be exposed 
to the elements, an exhaust hood should be fabricated using the information provided in fig- 
ure 2-3. The hood should then be attached to the AM-3924 (P)/URT exhaust port with 6-32 
screws as shown in figure 2-1. 


2-22. INTERCONNECTION REQUIREMENTS. 
2-23. CABLE ASSEMBLIES. 


2-24. Differences in system configurations and variations among installations will control 
the number and length of cables connected to the AN/URT-23(V). For these reasons, only 
up to three fabricated cables (table 1-1) and ground straps (depending on equipment config- 
uration) are supplied as part of the AN/URT-23(V). Mating connectors for all other system 
connections are supplied. The installing activity furnishes all other materials and fabri- 
cates the required cables. Tables 2-2 through 2-9 list connector termination information. 
Refer to the applicable technical manuals for cable terminations in auxiliary and ancillary 
equipments. 
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TABLE 2-3. CABLE W2 TERMINATIONS 


FROM TO 
CONNECTOR CONNECTOR 


TYPE TYPE 
10-109628-21P MS3116J-225~555 


PIN A RF AMPL TUR CONT NO. 1 
B RF AMPL TUR CONT NO. 2 
Cc RF AMPL TUR CONT NO. 3 
D D RF AMPL TUR CONT NO. 4 
E E RF AMPL TUR CONT NO. 5 
22 G G CW/FSK GRD 
H Sa SHLD GRD R, S,; U 
22 J J INTLK +28V 
K K KEYLINE 
M M +28V STBY AND OPERATE 
N N +20V OPERATE 
22 P P GRD PULSE 
22 SHLD R R 115 VAC 
22 SHLD | Ss Ss 115 VAC COM 
22. Ae c +20V CARR. REINSERT 
22 SHLD U U 115 VAC REMOTE 
22 Vv Vv -30 VDC 
Z Z COMMON GRD, SHLD, f, g, 
q orp, andr. 
a 161 @: SPARE 
b DD SPARE 
22 c c CW/FSK KEY 
22 SHLD d d APC 
e e PPC 
f f REMOTE 600 Q LSB/ISB 
22 SHLD g g REMOTE 600 2 LSB/ISB 
h h SHLD GRD d, e 
j x TTY (-) 
k k PTT +12V KEY 
m m SPARE 
p q REMOTE 600 2 USB/AM/ISB 
r r REMOTE 600 Q2 USB/AM/ISB 
s BB TTY (+) 
x Yos EARPHONE AUDIO 
n PIN H 12V NEGATIVE 
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INSTALLATION 
TABLE 2-4, CABLE W3 TERMINATIONS 


FROM TO 
CONNECTOR CONNECTOR 
TYPE TYPE 
10-109628-17P 10-109628-17S 


REMARKS 


ao) 
2 
> 
4c] 
a 
Z 
> 


g B-T1 INPUT 
g A-T1 INPUT 


115 VAC 60 CPS COM 

115 VAC 60 CPS HOT 
#24V SWITCHED 

#24V HOT 

115 VAC INV 400 CPS HOT 
115 VAC INV 400 CPS COM 
+500 VDC 

COM GRD 

PWR SUPPLY INTLK 
+2250 VDC 


HyZerRautoaydtvaw 
Dy ZZrAUTaAHOAW 


‘J 
He 
Z 
ac] 
2 


TABLE 2-5, CABLE W4 TERMINATIONS 


FROM TO 
CONNECTOR PRIMARY POWER 

TYPE SOURCE REMARKS 
10-109620-198 (4600 WATTS) 


PHASE A (19. 8 AMP) 
PHASE B (19. 2 AMP) 


PHASE C (19, AMP) 
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INSTALLATION 


TABLE 2-6. CABLE W5 TERMINATIONS 


FROM TO 
CONNECTOR CONNECTOR 
TYPE TYPE 
10-109620-27P 10-109620-27S 


REMARKS 


COM GRD 

KEY LINE 

GRD PULSE 
TUNE PWR CONT 
SPARE 

SPARE 

SPARE 

KEY INTLK 

115 VAC 

115 VAC COM 


E 
F 
G 
H 
I 
J 
L 
M 


av) 
p~ 


TABLE 2-7. CABLE W7 TERMINATIONS 


FROM 
CONNECTOR 

TYPE 
10-109628-12P 


TO 
TRANSMITTER REMARKS 
SWITCHBOARD 


COM GRD 
12V POSITIVE 

SHLD GRD. T, U, V, W 

115 VAC COM 

TTY (+) 

TTY (-) 

PTT +12V KEY 

115 VAC REMOTE 

CW/FSK KEY 

REMOTE 600 2 LSB/ISB INPUT 
REMOTE 600 Q LSB/ISB INPUT 
REMOTE 600 2 USB/AM/ISB INPUT 
REMOTE 600 2 USB/AM/ISB INPUT 
12V NEGATIVE 

SPARE 

SPARE 

SPARE 

EARPHONE AUDIO 


22 
22 SHLD 
22 SHLD 
22 SHLD 
22 SHLD 
22 


HATONnSdcdHMmoOyHUA 


y~ 
Z 
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Tables 2-8 and 2-9 NAVSHIPS 0967-191-7010 AN/URT-23(V) 


INSTALLATION 
TABLE 2-8. CABLE W9 TERMINATIONS 
FROM ae 
ee or ae ACCESSORY REMARKS 
10~109618-1P EQUIPMENT 
22 PIN A COM GRD 
t ‘a KEY LINE 
. +28V RCVR MUTING 
D KEY LINE INTLK GRD 
2 CW/FSK GRD 
é SPARE 
S SPARE 
H SPARE 
i ie SPARE 
22 PIN J SPARE 


TABLE 2-9. CABLE W10 TERMINATIONS 


FROM 


CONNECTOR TO 
TYPE FSK EQUIPMENT REMARKS 


MS3106E-14S-258 


22 PIN A LOCAL FSK KEY INPUT 
B LOCAL TTY INPUT (+) 
Cc LOCAL TTY INPUT (-) 
22 PIN D COM GRD 
Note 


All shielded cables must have shielding integrally con- 
nected to the shell of the connector. All armored cables 
must have armor stripped back 10 inches. 
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2-25. INTERCONNECTION. 
Note 


If the AN/URA-38 is used with the AN/URT-23(V), the 
cable supplied as AN/URA-38 cable W1 will be used as 
AN/URT-23(V) cable W5. 


2-26. Interconnection of the equipment is shown in figure 2-4. All connections are made at 
the rear of the units. The PP-3917/UR does not appear on the illustration since all of its 
connections are made within the AM-3924(P)/URT. Use copper ground strap (solid preferred) 
to connect the MT-3399/U to the nearest ground. The ground straps required to interconnect 
the units and the units and MT-3399/U are supplied as a part of the AN/URT-23(V). 


CAUTION 


Ensure good metal-to-metal bonding between units, 
and between the system and a ground. 


2-27. INSPECTION AND ADJUSTMENT. 

2-28. INSPECTION. 

2-29. After the equipment has been installed, but before it is energized, a thorough inspec- 
tion should be conducted to ensure that the AN/URT-23(V) is electrically and mechanically 
ready for operation. The following points should be checked. Replacement or repairs 


should be made if necessary. 


a. Inspect each unit to ensure that all mounting hardware has been properly installed 
and tightened. 


b. Ensure that the cable connections on the rear of the cases are correct, complete, 
properly seated, and tightened (figure 2-4). 


c. Determine that the ground straps are properly installed (figure 2-4). 


d. If the equipment is stack mounted, ensure that the shock mount and sway brace are 
properly secured and free to sway. 


e. Inspect all front panel controls and indicators for mechanical damage, looseness, 
or improper mechanical action. 


f. Loosen the captive front panel screws and open the case of each equipment. Inspect 
the interior for signs of damage. 


g. Check all fuse holders to ensure that each contains a fuse of the proper rating. 

h. CAREFULLY CHECK OUT THE PRIMARY POWER CONNECTIONS IN THE AN/ 
URT-23(V) TO MAKE SURE THAT IT IS PROPERLY WIRED AND FUSED FOR THE 
INTENDED POWER SOURCE, 

i. Loosen the six front panel captive screws and pull the T-827/URT chassis from the 


case. Check that switch S1 (COMP/INT/EXT) on top of the Frequency Standard Electronic 
Assembly is set at INT (or EXT if ship's frequency standard is used). Ensure that switch S7 
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NOTES: 


TO CU-938/URA-38 CONNECTOR JI 
(iF USED) 


LOCAL FSK INPUT (OPTIONAL) 


600 OHM USB/AM/ISB OPTIONAL 
AUDIO INPUT 


600 OHM LSB/ISB OPTIONAL 
AUDIO INPUT 


ACCESSORY INPUT (IF USED) 


PRIMARY POWER INPUT 


TO RECEIVER ANTENNA CONNECTOR 
(IF DESIRED) 


TO COMPLETE KEYLINE INTERLOCK PROVIDED 

IN ACCESSORY CONNECTOR J8 IT IS NECESSARY 
THAT A CLOSURE BE PROVIDED BETWEEN PINS 
B AND 0D OF THE MATING CONNECTOR OR IN 
ANY CONNECTED ACCESSORY UNIT. 


WHEN OPERATING WITH THE PP-3917/UR (400 CPS 

PRIMARY POWER SOURCE),CONNECT THE PLUG 

SUPPLIED WITH THE PP-3917/UR TO THE AM-3924(P)/URT 
CONNECTOR JILIN PLACE OF CABLE~#9, ws” 


WHEN USED,THE PP-3917/UR IS INSTALLED WITHIN 
THE AM-3924(P)/URT AND THE PP-3916/UR 1S REMOVED 
FROM THE SYSTEM. 


CABLES WI AND W2 ARE SUPPLIED AS PART OF THE 
AN/URT-23(V). CABLE W3 1S SUPPLIED AS A PART 
OF THE AN/URA-38. 


CABLE WIO 
Q— 2 


A wi2 
4S BLE 


CABLE W9 
e 


CABLE W6 
Gn 
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UNIT 2 OF 
aq MSCA TYPE CABLE ie 4 Le AN/URA-38 
|ANTENNA COUPLER 
| C-3698/URA-38 | UNIT 3 OF 
AN /URT-23(V) 


| (OPTIONAL ACCESSORY) | 


RADIO TRANSMITTER 


TTHFWA TYPE T-827/URT 


TO SHIPS FREQUENCY STANDARD 


— oe SYSTEM (IF AVAILABLE) 


TTHFWA TYPE 
CABLE WII 


TTHFWA TYPE 


RADIO FREQUENCY 
AMPLIFIER 
AM-3924(P)/URT 


MSCA_TYPE RG-219/U TYPE 


— —<—< oo CABLE W8 
TSGA TYPE 
CABLE W4 


RF OUTPUT TO ANTENNA SYSTEM 
(CU-938/URA-38 CONNECTOR J2,IF USED) 


UNIT | OF 
RG-219/U TYPE AN /URT-23(V) 


POWER SUPPLY 
PP-3916/UR 


UNIT 2 OF 
AN/URT-23(V) 


SHOCK MOUNT 
MT-3399/U 
UNIT 4 OF 
AN/URT-23(V) 


TO NEAREST GROUND TERMINATION 


INSTALLATION ACTIVITY 
SUPPLIED TERMINAL BOX 


MSCA TYPE 
CABLE W7 


—— 
| 


| 


MSCA TYPE 
CABLE TO TRANSMITTER SWITCHBOARD 


(IF USED) 


TTHFWA 


CABLE TO TELETYPE WRITER PATCH 


PANEL (IF USED) 


me aii 


PNW) 


TTHFWA 


CABLE RECEIVE AUDIO FROM RECEIVER 


SWITCHBOARD FOR HANDSET H-i69/U USE 


Kz 


Figure 2~4. Interconnection Diagram 
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(AUX/NORM) just behind the front panel on the left, is set at NORM. Set CTR FREQ 
switch on top of FSK tone generator module at 2000. Slide the chassis back into the case 
and tighten the six front panel captive screws. 


j. If the AN/URA-38 is used, refer to NAVSHIPS 0967-204-0010 Section 2, and per- 
form the required inspection procedures after installation. 


2-30. ADJUSTMENT. 
2-31. GENERAL. Variations in system gain over the operating frequency range require 
that the AM-3924(P)/URT and T-827/URT be adjusted the first time the two are operated 
together. In addition, the tune power output level must be adjusted if the AN/URT-23(V) is 
to be operated with an antenna coupler system other than the AN/URA-38. The following 
paragraphs provide all the information required to perform these adjustments. 
2-32. KEYING FIXTURE FABRICATION. A small keying fixture is required during the 
installation adjustment procedures to enable the connection of a two-tone audio signal and 
keying at the T-827/URT HANDSET connector. To fabricate the keying fixture, proceed 
as follows: 
a. Obtain the following material from stock supply: 

(1) A small aluminum chassis. 

(2) Two banana jacks. 

(3) A SPST toggle switch. 

2S 
(4) A MS3106A14S-6P connector. 


(5) Four feet of four conductor cable. 


b. Drill holes as required and mount the two banana jacks and the toggle switch to the 
aluminum chassis. 


c. Attach the connector to one end of the four conductor cable. 


d. Wire the other end of the cable to the banana jacks and toggle switch as shown in 
figure 2-5. 


2-33. TEST EQUIPMENT. The test equipment required is as follows: 


a. Electrical Dummy Load DA-242/U. 

b. Electronic Multimeter AN/USM-116. 

c. Two-Tone Audio Signal Generator SG-376/U. 
d. Keying fixture fabricated in paragraph 2-32. 


e. Electronic Multimeter ME-6D/U. 
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Figure 2-5, Keying Fixture Fabrication Details Yy 


2-34. SYSTEM ALIGNMENT. The following procedure must be performed whenever an 
AM-3924(P)/URT and T-827/URT are operated together for the first time or a repair has 
been made in the equipment. 


WARNING 


Be extremely careful when working with the AM-3924 
(P)/URT chassis extended from the case. Voltages as 
high as 2250 volts DC and 2000 volts RF exist in this 
unit. 


a. Connect all equipment as shown in figure 2-6. Turn all test equipment on. 
b. Perform steps a through m of paragraph 3-31. 


c. Loosen the AM-3924(P)/URT front panel captive screws and slide chassis out from 
case. a 
—RGawteo! OPLS 


d. Set PPC ADJ Rll“and APC ADJ R12 maximum CW. 


e. Release chassis slide locks and slide AM-3924(P)/URT chassis back into case. 
Secure temporarily with one or two captive screws. 


f. Set tone A of SG-376/U for an output of 1000 CPS at 0 volts. Set SG-376/U OUT- 
PUT for tone A. 
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TWO-TONE 60 
AUDIO SIGNAL KEYING O 
GENERATOR FIXTURE 


SG-376/U 


0 O44 
oO oO 
a a 7 ELECTRONIC 
ELECTRONIC eANDSET T-827/URT MULTIMETER 
CONNECTOR i 
MULTIMETER AN/USM-1I16 
ME-6D/U 
uv 
nn 
° ELECTRICAL 
@ 
9 Oo-———_- 
PRIMARY % oC sent 
POWER 5 
SOURCE - 
o GY RF CABLE 


AM-3924(P)/URT Jl ADAPTER 


UG-1447/USM-II7 
Ji | 
PP-3916/UR 


Figure 2-6. Preliminary Adjustments, Test Equipment Connection Diagram 


g. Set T-827/URT for a frequency of 2.000 MC. 
h. Key system with keying fixture. 


i. Slowly increase level of SG-376/U output until AN/USM-116 indicates 50 volts, and 
note ME-6D/U indication. 


j. Decrease SG-376/U output to 0 volts. Increase T-827/URT frequency by 1 MC and 
repeat step i. 


k. Repeat step j for all MC positions of the T-827/URT controls. Note switch position 
which provides highest and lowest ME-6D/U indication. 


1. Set T-827/URT MC controls at that frequency which provided highest ME-6D/U 
indication in step k. Repeat step j using 100 KC increments in place of 1 MC increments. 


m. Set T-827/URT 100 KC control at that frequency which provided highest ME-6D/U 
indication in step 1. Repeat step j using 10 KC increments in place of 1 MC increments. 


n. Set T-827/URT 10 KC control at that frequency which provided highest ME-6D/U 
indication in step m. Repeat step j using 1 KC increments in place of 1 MC increments. 
Note and record complete T-827/URT frequency setting which provides highest ME-6D/U 
indication, as determined in steps k, 1, mand n. 


o. Set T-827/URT MC controls at positions which provided lowest ME-6D/U indication 
in step k, and set all KC controls at zero. 


p. Following the procedure outlined in steps i through m, determine complete T-827/ 
URT frequency setting which provides lowest ME-6D/U indication. 
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q. Unkey system, 


r. Set T-827/URT frequency controls at that frequency which provided highest Kae 
ME-6D/U indication recorded in step n (channel with lowest gain). 


s. Adjust SG-376/U to provide an indication of 44 MV on ME-6D/U. 


t. Set SG-376/U tone B for an output of 1700 CPS at 44 MV. Set SG-376/U OUTPUT 
switch at AB (two-tone output). SG-376/U two-tone output should be 56 MV. 


u. Loosen T-827/URT front panel captive screws and slide chassis out from case. 


v. Defeat T-827/URT interlock switch by pulling plunger straight out. 
w. Connect a CW Key to T-827/URT CW KEY input. 


x. Rotate T-827/URT IF amplifier module A1l2 GAIN ADJ R15 fully clockwise. 


y. Set T-827/URT Mode Selector switch at CW. 


2. Key system with CW key. 


aa. Adjust T-827/URT IF STH module A12 GAIN ADJ [sce for an indication of 
230-velts on AN/USM-116, LAr TP a 

he Bn geae® Rb Fee, BIDGSF  or, ff bs 
ab. Unkey system and set T- 827/URT Mode Selector to USB. 


ac. Set T-827/URT LSB Transmitter Audio Amplifier A3 and USB Transmitter Audio ) 
Amplifier A2 GAIN ADJ (R11) controls fully counterclockwise. ie 


ad. Key system from test fixture. 


ae. Adjust T-827/URT USB Transmitter Audio Amplifier A2 GAIN ADJ (R11) control 2 
for a meter reading of 230 volts on AN/USM-116. 


af. Unkey system, and set T-827/URT Mode Selector switch at LSB. 
ag. Key system from test fixture. 


ah. Adjust T-827/URT LSB Transmitter Audio Amplifier A3 GAIN ADJ (R11) control 
for a meter reading of 230 volts on AN/USM-116, 


ai. Unkey ey Stem, and disconnect SG-376/U from test fixture. ws) « «/ 
tig rv Bot Ea pe ee ee , 


aj. Set T- 827/URT. eds Selector switch at AM. 
ak. Key system from test fixture. 


al. Adjust T-827/URT Transmitter Mode Selector Module Al % MOD control for an 
indication of 112 volts on AN/USM-116. 


am. Unkey system, and set T-827/URT Mode Selector switch at FSK. 


an. Set T-827/URT FSK Tone Generator Module A9 OUTPUT LEVEL control fully 
clockwise. 


ao. Set AM-3924(P)/URT PWR control fully counterclockwise. At the rear of T-827/ 
URT, jumper connector J7 pin A to pin D. 
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CAUTION 


Make the following adjustment very carefully, to 
avoid exceeding the rated 1 KW output of the 
AM-3924(P)/URT. 


ap. Key system from test fixture. 


aq. Observe AN/USM-116, and carefully adjust AM-3924(P)/URT PWR control for an 
indication of 224 volts. If 224 volts cannot be obtained, set AM-3924(P)/URT PWR control 
fully clockwise and adjust T-827/URT Tone Generator Module A9 OUTPUT LEVEL Control 
for an indication of 224 volts on AN/USM-116. 


ar. Unkey system and set T-827/URT Mode Selector switch to AM. Set AM-3924(P)/ 
URT PWR control maximum CW. 


as. Slide T-827/URT chassis into case, and secure with front panel screws. 


at. Set T-827/URT Frequency Controls to that frequency which gave lowest audio input 
(lowest indication on ME-6D/VU) in step p (channel with highest gain). 


au. Loosen AM-3924(P)/URT front panel captive screws and slide chassis out from case. 


av. Defeat two interlock switches by pulling plungers straight out. Allow five minutes 
for system to stabilize. 


aw. Set AM-3924(P)/URT APC ADJ (R12) maximum counterclockwise. 
ax. Set AM-3924(P)/URT PPC ADJ (R11) maximum clockwise. 
ay. Key system from test fixture. 


az. Increag.*. APC ADJ (R12) until AN/USM-116 indicates 112 volts. Lock APC 
ADJ (R12). 


ba. Unkey ystem, 


bb. Set Al. 2924(P)/URT PPC ADJ (R11) maximum counterclockwise. 


be. Reconnect SG-376/U to test fixture. Do not disturb output settings (56 MV for two- 
tone output as indicated on ME-6D/U). 


bd. Key system from test fixture. 


be. Increase PPC ADJ (R11) until AN/USM-116 indicates 230 volts. Lock PPC ADJ (R11). 
bf. Unkey system. 


bg. Set T-827/URT ModeSelector switch at LSBand key system from test fixture. The 
AN/USM-116 should indicate between 224 and 234 volts. If indication is not proper, adjust 
PPC ADJ (R11) for an indication of 230 volts on AN/USM-116. 


bh. Unkey system, and lock PPC ADJ (R11). 
CAUTION 
Perform steps bi through bk carefully to ensure that the 


rated output of the AM-3924(P)/URT is not exceeded 
while determining that the PPC is properly adjusted for CW. 


CHANGE 1 2-25 


Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
2-34bi INSTALLATION 


bi. Rotate AM-3924(P)/URT PWR control maximum counterclockwise. 


bj. Set T-827/URT Mode Selector switch at CW. 


; bk. Key system with CW key, and carefully rotate AM-3924(P)/URT PWR control 
clockwise while observing AN/USM-116. If system is properly adjusted, AN/USM-116 
should not exceed an indication of 224-234 volts when PWR control is set fully clockwise. 

If AN/USM-116 indication exceeds 234 volts before PWR control is adjusted fully clockwise, 
STOP, unkey system, set T-827/URT Mode Selector switch at AM, and repeat procedure 
from step ax on. 


bl. Unkey system, and set T-827/URT frequency controls for 21.000 MC. 


bm. Key system with CW key. The AN/USM-116 should indicate between 224 and 234 
volts. 


bn. With system still keyed, adjust AM-3924(P)/URT Meter Cal R14 for an indication 
in watts on the Power Meter, equivalent of AN/USM-116 voltage indication. (To convert 
voltage to watts, use formula Watts = (Voltage)2/50. 


EXAMPLE: 224v2/50 = 1003 Watts. 
bo. Unkey system and set T-827/URT Mode Selector switch at USB. 


bp. Set AM-3924 (P)/URT Key switch at TUNE KEY, and observe that Power Meter 
indicates 200 + 50 Watts. If Power Meter indication is not within prescribed limits perform 
procedures in paragraph 2-35. 


bq. Set T-827/URT Mode Selector switch at OFF and AM-3924(P)/URT PRIMARY i 
POWER switch at OFF. _) 


br. Slide AM-3924(P)/URT into case and secure with front panel captive screws. 
bs. Disconnect all test equipment. | 


bt. Reconnect system as shown in figure 2-4, 


2-35. TUNE POWER ADJUSTMENT. The reduced tune power output from the AM-3924(P)/ * 
URT can be varied by changing the value of resistor R25 on APC-PPC assembly 1A1A6. The 
level of this output is set according to the requirements of the antenna coupler being used 

with the AN/URT-23(V). As shipped, the AM-3924(P)/URT tune power output is factory set 

to approximately 200 watts (for use with Antenna Coupler Group AN/URA-38). To adjust the 
tune power output level of the AM-3924(P)/URT, proceed as follows: 


CAUTION 


Reducing the value of resistor 1A1A6R25 increases the 
tune power output level of the AM-3924(P)/URT. If too 
small a value of resistor is used, the tune power output 
can exceed the 1 KW rated output of the AM-3924(P)/URT. 
The value of resistor 1A1A6R25 should never be less 

than 3.3 K ohms. 


CAUTION 


The APC and PPC adjustments will always have to be 
reset each time the tune power is changed. 


a. If paragraph 2-34 has been performed previously, repeat steps a and b of that 
paragraph; otherwise, perform paragraph 2-34 in its entirety. 


2-26 CHANGE 1 


AN/URT-23(V) NAVSHIPS 0967-191-7010 Paragraph 
INSTALLATION 2-35a 


a. 
b. Disconnect SG-376/U. 


c. Set the Key switch at TUNE KEY and observe the reading on the front panel Power 
meter. 


d. Determine whether the indication in step c must be increased or decreased, to fall 
within the limits for tune power required by the antenna coupler to be used with the AN/URT- 
23(V). 

Note 


To decrease the tune power, increase the resistance 
of resistor 1A1A6R25. 


e. Set the Key switch at NORMAL, and de-energize the AN/URT-23(V). 


f. Locate and remove APC-PPC printed circuit board on the top left of the chassis 
(figure 5-7). 


g. Locate resistor 1A1A6R25 on two stand-off terminals on the board (figure 5-15). 


h. Using the soldering technique explained in paragraph 5-26, remove and discard 
resistor 1A1A6R25. 


Note 


Due to circuit differences, and APC-PPC settings, 

the value of 1A1A6R25 will vary between equipments. 
For approximately 200 watts of tune power, 1A1A6R25 
will be approximately 5K. For 50 watts, 1A1A6R25 
will be 20 K to 30 K. 


i. From stock, select a fixed composition 1/4 watt resistor with a value which will 
produce the desired tune power output. Carefully solder the resistor between the two stand- 
off terminals on board 1A1A6. 


j. Replace APC-PPC assembly 1A1A6 in the AM-3924(P)/URT chassis. 


k. Repeat steps b and e to determine if the tune power output is now within the re- 
quired limits. 


1. Repeat steps d through i until the desired tune power output is obtained. : 
ar Are 4A efpare ad 
m. Check the APC and PPC adjustments by performing steps as,—at, -and-ay-threueh-be 
of .peragraph2—34. 
2-36. PERFORMANCE CHECKS. 


2-37. To ensure correct installation, perform the procedures in Section 3 for all modes of 
operation prior to releasing the equipment to operating personnel. 
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2-38. INTERFERENCE REDUCTION. 


2-39. To reduce the possibility of RF interference, the system should be operated with all 
units bolted securely in their cases. Cable shielding, and ground connections in all fabri- 
cated cables should be carefully inspected to ensure proper terminations. The complete 
bonding system should also receive careful attention during installation. In addition to as- 
sure a good ground for the antenna, the system must be installed close to an effective, 
permanent ground termination. All ground straps between equipments, and between the 
system and the ground termination should be as short as possible, and connections should be 
clean and tight to ensure good bonding. 


2-40. MODIFICATIONS REQUIRED FOR USE OF SECOND EXCITER. 
2-41. GENERAL. 


2-42. The AN/URT-23(V) system is designed for operation with the T-827/URT as an 
exciter. However, with modification, the AM-3924(P)/URT allows a second exciter to be 
used for keying the system and as an RF source, while utilizing the T-827/URT as a fre- 
quency selector and source of standby and operate control signals for the AM-3924(P)/URT. 
The second exciter must have an otherwise unused keying switch or relay contact closure to 
ground, to key the AM-3924(P)/URT. 


2-43. PARTS REQUIRED. 


2-44, Table 2-10 lists the parts required to modify the AM-3924(P)/URT for exciter no. 2 
operation. 


2-45. MODIFICATION PROCEDURE. 


2-46. To make the necessary changes to the AM-3924(P)/URT to permit use of a second 
exciter, follow the procedure below. The reference designators listed in table 2-10 and on 
figure 2-7 will be used for the new parts. Figure 2-7 is a partial schematic of the AM- 
3924(P)/URT showing the modifications required. Carefully solder all connections and cover 
exposed terminations with plastic tape or tubing. Use #22 AWG stranded wire, plastic in- 
sulated for 500 volts minimum for all wiring. During the installation, do not disturb or re- 
move existing wiring and connections unless directed to do so. 


WARNING 
Primary power will be present at some chassis con- 
nections, and at the connections in the rear of the 
case, unless primary power is shut off at the system 
source. 


a. De-energize and secure the system by shutting off the primary power at its source. 


b. Loosen the front panel captive screws and slide the AM-3924(P)/URT chassis out 
from the case until the chassis slides lock. 


c. Punch out the plug button in the front panel, next to the Power meter, and install 
lampholder 1A1XD$4 in the hole (figure 3-2). 


d. Open the access door on the front panel. Punch out the plug button over the Key 
switch, and install toggle switch 1A1S2 in the hole. 
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TABLE 2-10. EXCITER NO. 2 MODIFICATION PARTS LIST 


REF DESIG DESCRIPTION 


1A1DS4 LAMP, NEON: MIL type MS25252NE2D 
1A1S2 SWITCH, TOGGLE: MIL type MS35059-22 

1A1XDS4 LAMPHOLDER: MIL type LH74LC13CN 

1A2C23 CAPACITOR, FIXED CERAMIC: MIL type CK70AW152M 
1A2CR1 DIODE: MIL type 1N3611 

1A2J10 CONNECTOR, COAXIAL: MIL type UG-909B/U 


1A2K2 RELAY, DPDT: MFR, Hi-G Corp, Winsor Locks, Conn. (FMC 
02289) P/N 2K1B126 


1A2MP1 TERMINAL LUG: MFR, Vaco Products Co., Chicago, Il. (F MC 
79061) P/N 6401 


P8 CONNECTOR (Mates with 1A2A1J8) MIL type MS3106A-18-1S with 
CLAMP, MS-3057-10A, or Bendix Corp, Scintilla Div, Santa 
Ana, Calif. (FMC 12143) P/N 10-109618-1P with CLAMP 
10-36233-183. 


P10 CONNECTOR (Mates with J10) MIL type UG-88E/U 


-- CONNECTOR TO MATE WITH EXCITER NO. 2 RF OUTPUT 
TERMINATION. 


-- CONNECTOR TO MATE WITH EXCITER NO. 2 KEYLINE AND 
GROUND RETURN TERMINATION 


=e WIRE, #22 AWG, STRANDED, INSULATED (LENGTH ENOUGH TO 
REACH TWICE EXCITER NO. 2 KEYLINE TERMINATION TO 
AM-3924 (P)/URT CONNECTOR 1A2A1J8, PLUS APPROXI- 
MATELY 15 FEET FOR CHASSIS WIRING). 


-- WIRE, COAXIAL TYPE RG-223/U, OR RG-58/U (LENGTH ENOUGH 
TO REACH FROM EXCITER NO. 2 RF OUTPUT TERMINATION 
to AM-3924 (P)/URT CONNECTOR 1A2J10). 


1A2CR2 DIODE: MIL type 1N3611 (Use 1A2A1CR2 which is removed when 
installing this modification). 


-- INSULATED STANDOFF (2 each): MFR Sealectro Corp, 
Mamaroneck, N.Y. (FMC 98291), P/N ST-SM-ITUR-C4. 
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e. Install indicator lamp 1A1DS4 in lampholder 1A1XDS4. 


f. Solder a length of wire (approximately two feet) to terminal 6 of 1A1XC29, the 
socket for electrolytic capacitor 1A1C29. Dress the wire along the cable and through the 
hole behind the front panel to the underside of the chassis, to the newly installed switch 
1A182. Cut and solder the wire to terminal 1 of 1A182. 


g. Solder a length of wire (approximately 6 inches) to terminal 2 of 1A152. Dress 
the wire along the chassis cable to Key switch 1A1S3. Cut and solder the wire to terminal 
4 (ground) of 1A183. 


h. Solder a length of wire (approximately two feet) to terminal 3 of 1A152. Dress 
the wire along the chassis cable and through the hole behind the front panel, up to STANDBY 
lampholder 1A1XDS2. Cut and solder the wire to terminal 1 of 1A1XDS2 (in addition to the 
white-black-violet wire already there). 


i. Solder a length of wire (approximately two feet) to terminal 4 of 1A1S2. Dress the 
wire along the chassis cable and through the hole behind the front panel, up to the newly 
installed lampholder 1A1XDS4. Cut and solder the wire to one terminal of 1A1XDS4. 


j- Solder a length of wire (approximately two feet) to the unsoldered terminal of 
lampholder 1A1XDS4 (NOT the terminal used in step i). Dress the wire along the chassis 
cable to BLOWER fuse holder 1A1XF4, Cut and solder the wire to terminal 2 of 1A1XF4 
in addition to the red wire already there. 


k. This completes the modifications to the main chassis. Use lacing cord to spot tie 
the newly installed wires in place. 


WARNING 


The AM-3924(P)/URT chassis weighs approximately 
125 pounds with the PP-3917/UR installed. Do not 
attempt to remove the chassis from the case without 
assistance. 


CAUTION 


Disconnect 1A2P3 bracket before attempting to unscrew 
the connector jackscrews, to avoid shearing the con- 
nector pins. 


1. Disconnect the cables at the rear of the chassis. Release the chassis slide locks, 
and pull the chassis off from the slides. Set the chassis in a safe place while working on 
the case. 


m. Fabricate a small bracket according to the instructions contained in figure 2-8, to 
mount relay 1A2K2 and 1A2CR2. Drill two holes in the rear of the case next to connector 
1A2J9 for mounting the bracket, as shown in figure 2-8. Mount the relay to the bracket, 
installing the ground lug under one of the screws convenient to the relay terminals. 


NOTE 


To facilitate wiring, do not mount the bracket to the 
case at this time. 
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n. Remove the cover from filter box 1A2A1 on the inside rear of the case. 


o. Punch out the plug button on the top side of the filter box, and install capacitor 
1A2A1C23., 


p. Solder a length of wire (approximately 6 inches) to the terminal of 1A2A1C23 inside 
the filter box. Cut and solder the other end of the wire to pin F of 1A2A1J8 (Accessories 
connector). 


q. Replace the cover on filter box 1A2A1, 


r. Remove diode 1A2A1CR2 from between the end terminals of 1A2A1CR14 and 
1A2A1E1. Install the diode on the insulated terminals on the new relay bracket. 


NOTE 
Hereinafter, diode 1A2A1CR2, which was removed 
from the filter box and installed on the relay bracket 
will be called 1A2CR2., 
s. Cut the cable lacing on the cable to capacitors 1A2A1C1 through 1A2A1C14, 


t. Unsolder the wire from 1A2A1C14. Dress the wire along the cable and solder to 
pin 7 of 1A2K2., 


u. Solder a length of wire (approximately 1 foot) to 1A2A1C14, Dress the wire along 
the cable, cut to length, and solder to pin 5 of 1A2K2. 


v. Solder a length of wire (approximately one and a half foot) to 1A2A1C23, Dress 
the wire along the cable, cut to length, and solder to pin 4 of relay 1A2K2, 


w. Carefully extract the end of the white-black-brown wire (installed by manufacturer 
for use in this modification) from the cabling beneath the filter box. Dress the wire along 
the cable, cut to length, and connect (but do not solder) to terminal 6 of 1A2K2. 


x. Unsolder the wire from 1A2A1E1, Dress the wire along the cable, cut to length, 
and solder to the anode of 1A2CR2 on the relay bracket. 


y. Solder a short length of wire between the cathode of 1A2CR2 on the relay bracket, 
and pin 7 of relay 1A2K2. 


z. Solder a length of wire (approximately one and a half feet) to the terminal of capac- 


itor 1A2A1C7. Dress the wire along the cable and connect (but do not solder) to terminal 2 
of relay 1A2K2, 


aa. Carefully install diode 1A2CR1, cathode to pin 2, and anode to pin 6 of 1A2K2, 
Solder the connections on pins 2 and 6 of 1A2K2, 


ab. Cut the coaxial cable from 1A2J9 to 1A2P1 at a point where the cut ends of the 
coaxial cable can be conveniently dressed and soldered to relay 1A2K2. 


ac. Dress the two ends of the coaxial cable, and solder the shields to the solder lug 


previously installed under one of the relay mounting screws. If available, solder ferrules 
may be used to terminate the coaxial cable shields. 
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ad. Solder the center conductor of the coaxial cable from 1A2J9 to pin 1 of 1A2K2. 
ae. Solder the center conductor of the coaxial cable from 1A2P1 to pin 3 of 1A2K2. 


af. Install the UG-909B/U connector 1A2J10 on the end of a 6 inch length of coaxial 
cable (type RG-223/U or RG 58/U). 


ag. Punch out the plug button in the rear of the case just beneath connector 1A2J9, and 
install connector 1A2J10 (with cable attached). 


ah. Dress the coaxial cable from 1A2J10 to relay 1A2K2. Cut the cable to length, and 
dress and solder the cable shield to the solder lug next to the relay. Connect the cable 
center conductor to pin 8 of 1A2K2. 


ai. Mount the bracket containing relay 1A2K2 to the rear wall of the case. 


aj. Dress all cables so that nothing protrudes in front of the line filter (1A2FL1) and 
spot tie with lacing cord. 


ak. Replace the chassis on the chassis slides and carefully connect the chassis cables. 


al. Push the chassis back into the case, and tighten the front panel captive screws to 
secure, 


am. Using stencils or paint, mark the AM-3924 (P)/URT front panel next to the newly 
installed components. Mark 1A1DS4 as EXCITER NO. 2. Mark 1A1S2 switch open position 
as EXCITER NO. 1, and switch closed position as EXCITER NO. 2. “ 


an. Refer to paragraph 2-47 for external cable modifications required. 
2-47. SYSTEM CABLE MODIFICATIONS. 


2-48. After the AM-3924(P)/URT has been modified for use with exciter no. 2, modify the 
system cabling as follows: 


a. Obtain cable connectors which will mate with the RF output, and keyline and keyline 
return (ground) connections of exciter no. 2. 


b. Fabricate a coaxial cable which will reach from the RF output of exciter no. 2 to 
AM-3924(P)/URT connector 1A2J10. Use RG-223/U or RG-58/U cable, and install a 
UG-88E/U connector to mate with 1A2J10, and the appropriate connector to mate with 
exciter no. 2 RF output at the other end. 


c. Fabricate a two wire cable using #22 AWG stranded insulated wire, for the keyline 
and ground connections. For the termination at AM-3924(P)/URT, use one of the types of 
connectors listed for plug P8 (to mate with connector 1A2J8). On P8, wire the keyline to 
pin F and the ground termination to pin A. Then use a short length of buss wire to short 
terminal D to terminal B on the connector (figure 2-7). Refer to the exciter no. 2 technical 
manual for cable terminations at that end. 


d. Install the fabricated cables. 
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2-49. MANUAL CORRECTIONS. 


2-50. After the modification for using exciter no. 2 is complete, make the following changes 
to this manual, to ensure correct operation by all personnel. 


a. Correct figures 2-4, 5-23, and 5-26 to show the wiring changes made during the 
modification (use figure 2-7 as a guide). 


b. Add the repair parts listed in table 2-10 to the parts list in Section 6. 


c. Add anote stating ''See paragraph 2-51 for information relating to operation of 
units with EXCITER NO. 2 modification" after the following: 


(1) Paragraph 3-4 title. 

(2) Paragraph 3-30 title. 
(3) Paragraph 3-28 title. 
(4) Paragraph 3-30 title. 
(5) Paragraph 3-32 title. 
(6) Paragraph 3-38 title. 


d. In table 3-4 (Preliminary Settings), under AM-3924(P)/URT, add: EXCITER NO.1 
- EXCITER NO, 2 switch---EXCITER NO. 1 position. 


e. In table 3-5 (Common Symptoms of System Malfunction) add: 'System will not key-- 
EXCITER NO. 1 - EXCITER NO. 2 switch in wrong position". 


2-51. OPERATION USING EXCITER NO. 2. 

2-52. The functions performed by exciter no. 2, when used with the AN/URT-23(V), are 
limited to controlling keying, and supplying an RF input to the AM-3924(P)/URT. Equipment 
turn on, standby/operate, and operate signals, and AM-3924(P)/URT frequency selection 
will still be controlled by the T-827/URT. 


2-53. EQUIPMENT TURN-ON. To turn on the equipment and prepare it for operation 
using exciter no. 2, proceed as follows: 


a. Energize the equipment and set up for operation in the LSB mode, using exciter 
no. 1 (T-827/URT) and the procedures described in paragraph 3-30. 


b. Refer to the technical manual for exciter no. 2, and energize and set up exciter no. 
2 for operation in the desired mode. 


c. Proceed to paragraph 2-54 to tune the system. 
2-54, TUNING. To tune the system, proceed as follows: 


a. Set the AM-3924(P)/URT EXCITER NO. 1 - EXCITER NO. 2 switch at EXCITER 
NO. 1. 
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b. Set up the AN/URT-23(V) in the normal manner for the desired operating frequency, 
using the desired procedure under paragraph 3-32. 


c. Unkey the AN/URT-23(V). 


d. Set up exciter no. 2 for the desired operating frequency, in the desired mode of 
operation. 


CAUTION 


The PPC circuits within the AM-3924(P)/URT are 
designed for limiting RF output to provide circuit pro- 
tection. For more efficient operation, initially key 
exciter no. 2 at reduced power, then adjust exciter 
no. 2 for 1 KW output from the AM-3924(P)/URT. 


e. Reduce the RF output of exciter no. 2 to minimum. 
f. Set the EXCITER No. 1 - EXCITER NO. 2 switch at EXCITER NO. 2 


g. Key the AN/URT-23(V) from exciter no. 2, and adjust exciter no. 2 RF output for 
1 KW RF output from the AM-3924(P)/URT. 


2-55. OPERATION. To operate the AN/URT-23(V) using exciter no. 2, first perform 
the turn on and tuning procedures according to paragraphs 2-53 and2-54 above, then proceed 
with operation in the desired mode, keying the system from the exciter no. 2. To change 
frequency, repeat paragraph 2-54 at the new frequency. 
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SECTION 3 


OPERATION 


3-1. FUNCTIONAL OPERATION. 
3-2, GENERAL. 


3-3. The AN/URT-23(V) is a 1 KW single-sideband Radio Transmitting Set capable of gen- 
eral purpose voice, CW, and FSK transmissions on any one of up to 280, 000 channels in the 
2.0 to 30.0 MC frequency range. The exact spacing and number of operating channels 
available depends on the model of T-827/URT delivered with the AN/URT-23(V). In surface 
ship and shore installations, Antenna Coupler Group AN/URA-38 is normally used with the 
AN/URT-23(V) to automatically match the impedance of the system antenna to the 50-ohm 
transmission line. However, provisions are included to allow operation with any 50-ohm 
antenna coupling system. The following paragraphs describe the sequence of operation for 
any system configuration in which the AN/URT-23(V) may be installed. 


3-4, AUTOMATIC OPERATION WITH ANTENNA COUPLER GROUP AN/URA-38. 


3-5, TURN-ON. Turning on the AM-3924(P) /URT PRIMARY POWER switch applies pri- 
mary power to the PP-3916/UR (or PP-3917/UR). The power supply converts this input to 
115 volt single phase power for the T-827/URT and AN/URA-38. 


3-6. Setting the T-827/URT Mode Selector switch at STD BY energizes the T-827/URT 
power supply as well as a standby relay in the AM-3924(P)/URT. This energizes the in- 
ternal power supplies, applying DC operating voltages to the control and protective circuits, 
and filament voltages to the electron tubes. Also, the energized standby relay connects 115 
volts, 400 CPS, single phase power to the blower and indicator lamps, causing the STANDBY 
indicator to light. (An inverter circuit supplies the 115 volts, 400 CPS when the PP-3916/ 
UR is used.) A time delay in the AM-3924(P)/URT forces the system to remain in this con- 
dition for three minutes regardless of any further actions at the T-827/URT, to allow the 
filaments of the electron tubes sufficient time to warm up. 


3-7. Advancing the T-827/URT Mode Selector switch beyond STD BY energizes the AM- 
3924(P)/URT operate relay to connect three phase primary power to the high voltage power 
supplies in the PP-3916/UR (or PP-3917/UR) to produce the 2250 and 500 VDC required to 
power the electron tubes in the AM-3924{P)/UR . Also the STANDBY indicator is ex- 


tinguished and the OPERATE indicator is ened on, indicating that the AM-3924(P)/URT is 
now fully energized and ready for operation. 


3-8. INITIAL SET-UP. The screen, bias, and plate voltages of the electron tubes are 
checked prior to keying the system by switching the Multipurpose meter switch through its 
various positions. If these voltages are correct, the system is keyed (without modulation) 
and the plate currents are checked. Final amplifier plate currents are adjusted with the 
front panel PA BIAS control. Maintenance procedures are required if any of the other 
parameters need adjustment. 


3-9. TUNING. Setting the frequency selector controls on the T-827/URT front panel auto- 
matically tunes all required circuits in both the T-827/URT and the AM-3924(P)/URT. (The 
AM-3924(P)/URT FREQUENCY MC switch must be set at AUTOMATIC.) Turning on the 
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C-3698/URA-38 POWER switch causes the tuning elements in the CU-938/URA-38 to go to 
home (a predetermined position from which the tuning cycle is started.) Momentarily keying 
the system initiates the automatic tuning cycle, during which the AN/URA-38 automatically 
holds the system keyed and causes the AN/URT-23(V) to produce a 200 watt CW signal on 
which to tune. When the cycle is completed, the READY lamp on the C-3698/URA-38 front 
panel will light, and control of the system is returned to the T-827/URT. The entire system 
is now tuned and ready for full power transmissions. 


3-10. OPERATION. The desired mode of operation is selected at the T-827/URT Mode 
Selector switch. The system then can be keyed and transmissions made as desired. The 
AN/URA-88 will automatically fine-tune as required to compensate for variations in antenna 
impedance, thus maintaining the required load for the AM-3924(P)/URT. Automatic average 
and peak power control signals produced by the AM-3924(P)/URT control the T-827/URT 
output to maintain the RF power output at a constant 1 KW PEP (lower if front panel PWR 
control has been adjusted.) Forward and reflected power on the transmission line can be 
measured or monitored with the Power meter and Power meter switch. If any of the power 
supplies become overloaded, its indicating-type fuse will open and indicate the fault. Over- 
load detectors in the AM-3924(P)/URT and AN/URA-38 unkey the system when other faults 
occur, and provide audible and visual indication of the overload condition. (The audible 
alarms can be disabled.) If a frequency change involving the 10 MCS, 1 MCS, or 100 KCS 
controls on the T-827/URT is made during operation, the AN/URA-38 will automatically 
home and halt until the system is momentarily keyed. The AN/URA-38 will then retune for 
the new operating frequency as previously explained in paragraph 3-9. 


3-11. SILENT OPERATION WITH ANTENNA COUPLER GROUP AN/URA-38. 


3-12. Silent operation (tuning without RF power) is identical to the procedures explained 

in paragraphs 3-5 through 3-10, with the exception of tuning. The AN/URA-88 is tuned in a 
silent mode using the LEFT and RIGHT pushbuttons, ELEMENT POSITION meter, and L-C 
switch on the C-3698/URA-38 front panel as explained in NAVSHIPS 0967-204-0010. Full 
power transmissions then can be keyed as required. In the silent mode, the AN/URA-38 will 
automatically fine tune as required during the transmission the same as was done in auto- 
matic operation. 


3-13. MANUAL OPERATION WITH ANTENNA COUPLER GROUP AN/URA-38. 


3-14. Manual operation is identical to the procedures explained in paragraphs 3-5 through 
3-10, with the exception of tuning. The system is keyed by holding the AM-3924(P)/URT Key 
switch at TUNE KEY, and the AN/URA-38 is tuned using the LEFT and RIGHT pushbuttons. 
L-C switch and DISCRIMINATOR NULL meter on the C-3698/URA-38 front panel as ex- 
plained in NAVSHIPS 0967-204-0010. Full power transmissions then can be keyed as re- 
quired. However, in this mode of operation, there is no automatic fine-tuning of the 
AN/URA-88 during transmission. 


3-15. OPERATION WITH ANY 50 OHM ANTENNA SYSTEM. 


3-16. Operation with a 50 ohm antenna system other than the AN/URA-38 is the same as 
explained in paragraphs 3-5 through 3-10, with the exception of tuning. After the operating 
frequency is selected at the T-827/URT, the system is keyed by holding the Key switch at 
TUNE KEY. (As shipped, the AN/URT-23(V) is set for a 200 watt output for tuning. Ifa 
lower output is required, a resistance value in the AM-3924(P)/URT can be changed to pro- 
vide the necessary level of tune power (Section 2).) The antenna system is then adjusted as 
required (refer to the technical manual for the equipment being used). If required, the RE- 
FLECTED PWR positions of the Power meter switch and the Power meter can be used to 
tune the antenna coupler for minimum reflected power. 
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3-17. DESCRIPTION OF OPERATING CONTROLS AND INDICATORS. 
3-18, RADIO TRANSMITTER T-827/URT. 


3-19. All controls and indicators required for operation of the T-827/URT are located on 
the front panel (figure 3-1). Table 3-1 lists each operator control and indicator and its 
function. 


3-20. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT. 


8-21. All controls and indicators required for normal operation of the AM-3924(P)/URT are 
located on the front panel (figure 3-2). Those controls used for initial setup are located 
under the hinged door located in the lower center of the front panel. Table 3-2 lists each 
operating control and indicator and its function. 


3-22. POWER SUPPLY PP-3916/UR. 


3-23. There are no operating controls located on the PP-3916/UR front panel. Only two 
indicating type fuses and an indicator lamp are provided. The two fuses Be Sa, 

and 500V 1.5A) protect their respective circuits against overload. In ei as6, Acrhdi? dard 
cator in the fuse holder lights when the fuse opens. The POWER ON indicator lights to indi- 


cate that the PP-3916/UR inverter has been energized. (This provides 115 VAC, 400 CPS, 
single phase power for the AM-3924(P)/URT blower and indicator lamps.) 


—\tocary «CSB LINE. (MODE se LINE “USB LINE 
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(CONNECTOR) (SWITCH) Rok NV aah - SWITCH) i (M ETER) “(SwitcH 
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Figure 3-1. Radio Transmitter T-827/URT, Operating Controls, Indicators, 
and Connectors 
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TABLE 3-1. RADIO TRANSMITTER T-827/URT, OPERATING CONTROLS, 
INDICATORS, AND CONNECTORS 


CONTROL/INDICATOR/ 
CONNECTOR FUNCTION 
LOCAL ISB HANDSET switch Selects either USB or LSB handset 
audio input and output when Mode Se- 
lector is at ISB. 


Switch Position Equipment Response 


LSB Connects handset 
microphone and ear- 
phone to LSB 
channel. 

USB Connects handset 
microphone and ear- 
phone to USB 
channel, 


HANDSET connector Used to connect handset to T-827/URT. 


FUSE (with indicator) Protects T-827/URT against overload; 


indicator glows when fuse is open. 


FUSE (with indicator) 


Protects T-827/URT against overload; 


indicator glows when fuse is open. 


LOCAL-REMOTE switch Selects local or remote key and input 
to T-827/URT. 
Switch Position Equipment Response 
LOCAL T-827/URT keying 
and input accom- 
plished locally by 
operator. 
REMOTE T-827/URT keying 
and input accom- 
plished from a 
remote location. 
LSB LINE LEVEL switch Selects range for LSB LINE LEVEL 
meter. 
Switch Position Equipment Response 
-10 DB 10 DB has to be sub- 
tracted from LSB 
LINE LEVEL meter 
indication. 
+10 DB 10 DB has to be added 
to LSB LINE LEVEL 
meter indication. 
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TABLE 8-1, RADIO TRANSMITTER T-827/URT, OPERATING CONTROLS, 
INDICATORS, AND CONNECTORS (Cont) 


CONTROL/INDICATOR/ 
CONNECTOR 


FUNCTION 


LSB LINE LEVEL meter Indicates LSB audio input line level. 


Selects T-827/URT mode of operation. 


Mode Selector switch 


Switch Position Equipment Response 


OFF No power is applied. 
STD BY Energizes frequency 
standard and tube 


filaments. 

LSB T-827/URT operates 
in LSB mode. 

FSK T-827/URT operates 
in FSK mode. 

AM T-827/URT operates 


in compatible AM 
mode (USB modula- 
tion plus carrier). 
CW T-827/URT operates 
in CW mode. Trans- 
mitted frequency 
is at front panel 
frequency setting. 


USB T-827/URT operates 
in USB mode. 
ISB T-827/URT operates 


in.ISB mode. Simul- 
taneous transmission 
on LSB and USB 
during remote op- 
eration. Trans- 
mission on either 
LSB or USB during 
local operation. 

ISB/FSK  T-827/URT operates 
in ISB/FSK mode. 
Simultaneous trans- 
mission of voice on 
LSB and FSK on 
USB. 


Selects range of USB LINE LEVEL 
meter. 


USB LINE LEVEL switch 


Switch Position Equipment Response 


-10 DB 10 DB has to be sub- 
tracted from USB 
LINE LEVEL 
meter indication. 
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TABLE 3-1, RADIO TRANSMITTER T-827/URT, OPERATING CONTROLS, 
INDICATORS, AND CONNECTORS (Cont) 


CONTROL/INDICATOR/ 
CONNECTOR FUNCTION 


USB LINE LEVEL switch (cont) Switch Position Equipment Response 


+10 DB 10 DB has to be added 
to USB LINE LEVEL 
meter indication. 


USB LINE LEVEL meter Indicates USB audio input line level. 


KEY jack Used to connect local CW handkey to 


T-827/URT. 


Increases T-827/URT tuning capa- 
bilities. 


CPS switch 


Switch Position Equipment Response 


000 T-827/URT is tuned 
to frequency in- 
dicated by MCS and 
KCS digit indi- 
cators. 

500 T-827/URT is tuned 
500 CPS above 
frequency indicated 
by MCS and KCS 
digit indicators. 


10 MCS control Selects 10 MC digit of desired operating 
frequency; digit selected will be dis- 


played in window above control. 


1 MCS control Selects 1 MC digit of desired operating 
frequency; digit selected will be dis- 


played in window above control. 


100 KCS control Selects 100 KC digit of desired operating 
frequency; digit selected will be dis- 


played in window above control. 


10 KCS control Selects 10 KC digit of desired opera- 
ting frequency; digit selected will be 

displayed in window above control. 

1 KCS control Selects 1 KC digit of desired opera- 
ting frequency; digit selected will 

be displayed in window above control. 
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TABLE 3-2, RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT, OPERATING ; 
CONTROLS AND INDICATORS X» 


CONTROL/INDICATOR FUNCTION 


Multipurpose meter Provides indications of the final and 
driver amplifier parameters as 
selected with the Multipurpose 
meter switch. 


Multipurpose meter Selects the final and driver amplifier 
switch parameters to be monitored with the 
Multipurpose meter. The parameters 
selected are: 


Switch Position Equipment Response 


DRIVER 2 Multipurpose meter 
AMPERES indicates cathode 
current of driver 
amplifier tube 
V2. 
DRIVER 1 Multipurpose meter 
AMPERES indicates cathode 
current of driver 
amplifier tube 
V1. 
PA PLATE 2 Multipurpose meter 
AMPERES indicates cathode 
current of final 
amplifier tube 
v2, 
PA PLATE 1 Multipurpose meter 
AMPERES" indicates cathode 
current of final 
amplifier tube 
V1. 
INPUT PWR _ RF level applied to 
0-150 MW input of driver 
amplifier by ex- 
citer is connected 
to Multipurpose 
meter, 
PA PLATE DC voltage applied to 
VOLTS plates of final am- 
plifier tubes V1 
and V2 is connected 
to Multipurpose 
meter, 
DRIVER DC voltage applied to 
PLATE plates of driver am- 
VOLTS plifier tubes V1 and 
V2 is connected to 
Multipurpose meter. 
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TABLE 3-2. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT, OPERATING 
CONTROLS AND INDICATORS (Cont) 


CONTROL/INDICATOR 


Multipurpose meter switch (cont) 


Overload alarm 


Power meter 


Power meter switch 


Primary power fuses 
(three used, with 
indicators) 


BLOWER 1.0 A fuse (witt 
indicator) 


EXCITER COUPLER 3.0A 
fuse (with indicator 


500 VDC 1.5 A fuse (with indicator) 


PRIMARY POWER switch 


ORIGINAL 


FUNCTION 


Switch Position Equipment Response 


PA-DRIVER 
SCRNS VOLTS 


DC voltage applied 
to screen grids of 
final amplifier 
tubes V1 and V2 
and driver ampli- 
fier tubes V1 and 
V2 is connected to 


Table 3-2 


Multipurpose meter. 


Provides an audible indication when an 
overload occurs. The alarm can be 
disabled by setting the Overload 
alarm switch at DISABLE ALARM. 


Provides an indication of forward or 
reflected output power in the ranges 
selected with the Power meter 
switch. 


Selects range of forward or reflected 
power to be monitored with Power 
meter. 


Provides overload protection to each 
phase of the primary power input. If 
the fuse in any phase opens, the 
associated indicator will light. 


Protects the blower against overload; 
indicator lights if fuse opens. 


Protects the 115 volt single phase 
primary power output to the T-827/ 
URT and AN/URA-38 (if used) from 
overload; indicator lights when fuse 
opens. 


Protects the 500 VDC supply from 
overload within the AM-3924(P)/URT; 
indicator lights if fuse opens. 


When set at ON, primary power is 
supplied to AM-3924(P)/URT, T-827/ 
URT, and AN/URA-38 (if used). 
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OPERATION 
TABLE 3-2. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT, OPERATING “s 
CONTROLS AND INDICATORS (Cont) ”» 
CONTROL/INDICATOR FUNCTION | 
PWR control Enables RF power output to be varied 


without disturbing APC and PPC 
adjustments. Normally set maximum 
CW. 


PA BIAS control Enables bias voltage to final amplifier 
tubes V1 and V2 to be adjusted. 


OVERLOAD indicator Lights to provide a visual indication 
when an overload occurs. 


Overload switch Determines condition of overload 
circuits, 


Switch Position Equipment Response 


ALARM Overload alarm is 
enabled. 
DISABLE Overload alarm is 
ALARM disabled. 
RESET Overload circuit 
(spring- is reset. 
loaded) 


STANDBY indicator lamp Lights when AM-3924(P)/URT is ina 
standby condition. 


OPERATE indicator lamp Lights when AM-3924(P)/URT is 
ready to transmit. 


FREQUENCY MC selector When set at AUTOMATIC, a five wire 
switch code from the T-827/URT is used to 

automatically tune the AM-3924(P) / 
URT to the selected band. When set 
at any one of the other nineteen posi- 
tions, a five wire code is internally 
generated to automatically tune the 
AM-3924(P)/URT to the selected 


band. 
FREQUENCY MC indicator Indicates band to which the AM-3924 
window (P)/URT is tuned. 
Key switch Determines method by which AM-3924 


(P)/URT is keyed. 
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TABLE 3-2, RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT, OPERATING 
CONTROLS AND INDICATORS (Cont) 


CONTROL/INDICATOR FUNCTION 


Key switch (cont) Switch Position Equipment Response 


NORMAL Keying of AM-3924(P)/ 
URT is accomplished 
from T-827/URT 
or AN/URA-38. 

TUNE KEY AM-3924(P)/URT 


and T-827/URT are 
keyed to produce a 
low power carrier 
for tuning pur- 
poses 

LOCAL KEY AM-3924(P)/URT and 
T-827/URT are 
keyed for a normal 
power output. 


3-24. POWER SUPPLY PP-3917/UR. 


3-25. The PP-3917/UR is an optional subassembly for 400 CPS primary power operation of 
the AM-3924(P)/URT, and is completely enclosed when the AM-3924(P)/URT is in its case. 
Therefore, there are no operating controls or indicators for the PP-3917/UR. 


3-26. ANTENNA COUPLER GROUP AN/URA-38. 


3-27. All controls and indicators required for the operation of the AN/URA-38 are located 
on the C-3698/URA-38 front panel (figure 3-3). Table 3-3 lists each operator control and 
indicator and its function. 


3-28. OPERATING PROCEDURES. 


3-29, The operating procedures listed below provide the required information to operate 
the AN/URT~-23(V) with the AN/URA-38 or any other antenna coupler. In all cases, the 
procedures are identical with the exception of the method of tuning. When using an antenna 
coupler other than the AN/URA-38, supplement the tuning procedures below with the 
operating instructions in the manual for that equipment. ‘The initial set-up procedures need 
be performed only when the equipment is energized the first time during any given operating 
period. 


CAUTION 


When operating the AN/URT-23(V) the first time. after 
installation or maintenance, determine that the system 
alignment procedure (paragraph 2-34) has been per- 
formed. If an abnormal indication is observed during 
the procedure, refer to paragraph 3-49 before pro- 
ceeding to the next step. 
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DISCRIMINATOR ELEMENT Bg eG 205 See 
NULL POSITION ——~—sTUNING~—-—COREADY=~—s (OVERLOAD) BYPASS BYPASS OVERLOAD 
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Figure 3-3. Antenna Coupler Control C-3698/URA-38, Operating 
Controls and Indicators 


TABLE 3-3. ANTENNA COUPLER CONTROL C-3698/URA-38, OPERATING 
CONTROLS AND INDICATORS 


CONTROLANDICATOR FUNCTION 


DISCRIMINATOR NULL meter Provides an indication of L or C 
element mistuning as selected by 
L-C switch during manual mode of 
operation. 


ELEMENT POSITION meter Provides an indication of L or C ele- 
ment positioning as selected by 
L-C switch. 


L-C switch Selects metering and switching re- 
quired to tune L or C element during 
manual and silent modes of opera- 
tion. 


LEFT pushbutton When depressed, tuning element 
selected by L-C switch is reposi- 
tioned in a direction which moves 
deflection of DISCRIMINATOR NULL 
or ELEMENT POSITION meter to 
left of scale. 
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TABLE 3-3, ANTENNA COUPLER CONTROL C-3698/URA-38, OPERATING 
CONTROLS AND INDICATORS (Cont) 


CONTROL/INDICATOR FUNCTION 


RIGHT pushbutton When depressed, tuning element 
selected by L-C switch is reposi- 
tioned in a direction which moves 
deflection of DISCRIMINATOR NULL 
or ELEMENT POSITION meter to 
right of scale. 


TUNING indicator Glows when either servo motor is 
operating, 


READY indicator Glows when elements have been cor- 
rectly tuned during automatic mode 
of operation. 


Mode Selector switch Selects AN/JRA-38 mode of 
operation. 


Switch Position Equipment Response 


MANUAL Permits manual tuning. 
SILENT Permits coarse man- 
ual tuning without 
RF power. Fine 
tuning is auto- 
matic. 
AUTO All tuning is auto- 
matic. 


RETUNE pushbutton When depressed with Mode Selector 
switch at AUTO or SILENT, a 
home cycle is initiated. 


Overload alarm Provides an audible, indication when 
a pressure or temperature overload 
exists in the CU-938/URA-38. 
(OVERLOAD switch must be set 
at ALARM. ) 


FUSES 1.50A (with Protects the AN/URA-38 against 
indicators) overload; indicator glows when 
fuse is open. 


BYPASS switch When set at ON, the CU-938/URA-38 
matching network is bypassed 
whenever transmitter is not keyed, 
allowing reception to be made ona 
frequency different from that used 
for transmission. 
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TABLE 3-3. ANTENNA COUPLER CONTROL C-3698/URA-38, OPERATING 
CONTROLS AND INDICATORS (Cont) 


CONTROL/AINDICATOR FUNCTION 


BYPASS switch (cont) When set at NORMAL, CU-938/URA-38 
matching network is in RF signal 

path during both receive and trans- 
mit operation. 


BYPASS indicator Glows when CU-938/URA-38 match- 
ing network is bypassed. 

OVERLOAD switch When set at ALARM, audible over- 
load alarm is connected to overload 
circuit. 

OVERLOAD indicator Glows to provide a visual indica- 


tion when a pressure or tempera- 
ture overload exists in CU-938/URA-38. 


POWER switch Controls primary power applica- 
tion to AN/URA-38, 


POWER indicator Glows when AN/URA -38 is energized. 


Note 


For emergency shut-down, set AM-3924(P)/URT 
PRIMARY POWER switch at OFF. 


3-30. INITIAL SET-UP. 


3-31. The following procedures only need be performed the first time the system is en- 
ergized during any one given operating period. 


Note 


When setting equipment (T-827/URT) to desired 
operational frequency, assure proper dial frequency 


offset from assigned frequency (where appropriate) 
in accordance with the instruction procedure in 
JANAP-195, Basic Armed Forces Communication 
Plan. 


a. Set all controls as listed in table 3-4. 
b. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 
c. Set T-827/URT Mode Selector switch at STD BY. AM-3924(P)/URT blower will 


energize, and STANDBY indicator will light. PP-3916/UR (if used) POWER ON indi- 
cator will light. 
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TABLE 3-4. PRELIMINARY SETTINGS 


EQUIPMENT CONTROL 


T-827/URT 


SETTING 


OFF 
LOCAL 


OFF 
ALARM 
NORMAL 
AUTOMATIC 


ALARM 
OFF 
NORMAL 


OFF 
OFF 


Mode Selector switch 
LOCAL-REMOTE switch 


PRIMARY POWER switch 
Overload switch 

Key switch 

FREQUENCY MC switch 


OVERLOAD switch 
POWER switch 
BYPASS switch 


Primary Power switch 


AM-3924(P)/URT 


C-3698/URA-38 


Other Exciters 


Other Antenna 
Couplers 


Primary Power switch 


Note 


After three minutes, AM-3924(P)/URT time delay 
relay will energize, and system can be operated. 
However, the T-827/URT frequency standard should 
have a 20-minute warm-up period for general 
operation, and at least a 60-minute warm-up period 
for optimum frequency stability. 


d. Set T-827/URT Mode Selector switch at ISB, LSB, or USB. After the three minute 
warm up period has elapsed, the AM-3924(P)/URT STANDBY indicator will extinguish, and 
OPERATE indicator will light. 


e. Set AM-3924(P)/URT Multipurpose meter switch at PA-DRIVER SCRNS VOLTS. 

Multipurpose meter should indicate Ch £30 VDC. 
10 +50 

f. Set Multipurpose meter switch at DRIVER PLATE VOLTS. Multipurpose meter 

should indicate 500-+5@ VDC at nominal line voltage. 
+ 
tx 

g. Set Multipurpose meter switch at PA PLATE VOLTS. Multipurpose meter should 

‘indicate 2250 +225 VDC at nominal line voltage. 


h. Open access door on AM-3924(P)/URT front panel. Set Key switch at LOCAL KEY. 
Set Multipurpose meter switch at PA PLATE 1 AMPERES and then at PA PLATE 2 
AMPERES, Note Multipurpose meter indication at both settings. . oe 

CAUTION wi theses. GA sig 

Excessive plate current (above 330 MA) will damage 
the AM-3924(P)/URT final amplifier tubes. Do not 
key system for long periods until the PA BIAS is 
properly adjusted. 


ORIGINAL 3-15 


Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
3-31i OPERATION 


i. Set Multipurpose meter switch at the position which provided the lowest indication 
in step h. 


j. Observe Multipurpose meter and carefully rotate PA BIAS control to provide an 
indication of 240 MA. 


k. Set Multipurpose meter switch to the position not used in step i. Multipurpose 
meter should indicate a maximum of 280 MA, 


Note 


A greater degree of linearity can be obtained by ad- 
justing the PA BIAS control so that both plate cur- 
rents are in the 290 to 330 MA range. However, this 
should not be done unless specifically directed, since 
the life will be greatly reduced. 


1. Set Multipurpose meter switch at DRIVER 1 AMPERES and then at DRIVER 2 
AMPERES. Note Multipurpose meter indication at both settings. The lower indication 
should be between 280 and 340 a and the higher indication should net exceed 400 MA. 


m. Set AM-3924(P)/URT key’ ‘Switch at NORMAL. 
n. Proceed to paragraph 3-32 and tune system as required. 
3-32, TUNING. 
8-33. The required tuning procedures depend on the mode of operation us¢d when operating 


with the AN/URA-38 or the type of antenna coupler used in place of the #/URA-38. Select 
the correct tuning procedure from the information provided in paragraphs 3-34 through 3-37. 


3-34. ANTENNA COUPLER GROUP AN/URA-38 AUTOMATIC TUNING. To tune the system 
when operating with the AN/URA-38 in an automatic » procee ollows: 


Note 


The AN/URA-38 will not automatically tune when the 
T-827/URT Mode Selector switch is set at CW or 
FSK unless diode CR7 connected between contacts 

2 and 12 of the T-827/URT Mode Selector switch 
Wafer A2S2D-rear is shorted. Therefore, short 
this diode or set the Mode Selector switch at some 
other operate position. 


a. Set the C-3698/URA-38 Mode Selector at AUTO. 


b. Set C-3698/URA-38 POWER switch at ON. POWER indicator should light. TUNING 
indicator should light briefly unless tuning elements are already at the home position. 


c. Set T-827/URT MCS and KCS controls, and CPS switch at desired operating fre- 
quency. Selected frequency will be displayed in small windows above MCS and KCS controls. 
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AM-3924(P)/URT OPERATE indicator will extinguish while T-827/URT is automatically 
tuning. Dial behind FREQUENCY MC window will rotate as AM-3924(P)/URT automatically 
tunes to band including selected frequency. 


d. Momentarily set AM-3924(P)/URT Key switch at LOCAL KEY. C-3698/URA-38 
TUNING indicator will briefly light, and then READY indicator will light. 


e. Hold AM-3924(P)/URT Key switch at TUNE KEY. Note AM-3924(P)/URT Power 
meter indication. 


f. Rotate and hold AM-3924(P)/URT Power meter switch at REFL PWR 0-150 long 
enough to note Power meter indication. Release Key switch. 


g. Indication in step e should be at least 25 times greater than indication in step f. If 
indication is correct, the system is tuned and ready for operation. Proceed to paragraph 
3-38. If indication is not correct, momentarily depress C-3698/URA-38 RETUNE switch. 
C-3698/URA-38 READY indicator will extinguish and TUNING indicator will light briefly. 


h. Repeat steps d through f. If indication is still not correct, set T-827/URT Mode 
Selector switch at STD BY and inform maintenance personnel. 


3-35, ANTENNA COUPLER GROUP AN/URA-38 ste emi When the AN/URT-23 
(V) is operated with the AN/URA-38 under radio silence conditions, the system may be 
tuned for operation without using RF power as follows: 


a. Set C-3698/URA-38 Mode Selector switch at SILENT. 


b. Set C-3698/URA-38 POWER switch at ON. POWER indicator will light. TUNING 
indicator will briefly light unless tuning elements are already at home. 


Note 


The C-3698/URA-38 READY indicator does not 
function during silent tuning. 


c. Set the T-827/URT MCS and KCS controls, and CPS switch at desired operating 
frequency. Selected frequency will be displayed in small windows above MCS and KCS 
controls. AM-3924(P)/URT OPERATE indicator will extinguish while T-827/URT is auto- 
matically tmming. Dial behind FREQUENCY MC window will rotate as AM-3924(P)/URT 
automatically tunes to band including selected frequency. 


d. Set C-3698/URA-38 L-C switch at L. 
Note 


Pre-recorded C-3698/URA-38 ELEMENT POSITION 
meter indications at the desired operating frequency 
for both L and C positions of L-C switch will be 
required. 


e. Observe C-3698/URA-38 ELEMENT POSITION meter indication, and depress 


LEFT or RIGHT pushbutton as required until indication agrees with indication pre-recorded 
for operating frequency to be used. 
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f. Set L-C switch at C and repeat step e. 


. System is now ready to operate. When radio silence is lifted, proceed to paragraph 
3-38, The AN/URA-38 will automatically make fine tuning adjustments during normal full 
power transmissions. 


3-36. ANTENNA COUPLER GROUP AN/URA-38 sp Sanne If manual tuning of 
the AN/URA-38 is desired or required as a result of automa g circuitry failure, 
proceed as follows: 


Note 


The C-3698/URA-38 READY indicator does not 
function during manual operation. 


a. Set T-827/URT MCS and KCS controls, and CPS switch at desired operating fre- 
quency. Selected frequency will be displayed in small windows above MCS and KCS con- 
trols. AM-3924(P)/URT OPERATE indicator will extinguish while T-827/URT is automat- 
ically tuning. Dial behind FREQUENCY MC window will rotate as AM-3924(P)/URT 
automatically tunes to band including selected frequency. 

b. Set C-3698/URA-38 Mode Selector switch at MANUAL. 

c. Set the C-3698/URA-38 POWER switch at ON. 

d. Set C-3698/URA-38 L-C switch at C. 

ott 
e. Depress C-3698/URA-38 R#G#¥F pushbutton until TUNING indicator extinguishes. 
Right 
f. Momentarily depress BEET pushbutton. 
g. Set C-3698/URA-38 L-C switch at L and repeat step e. 


h. Open AM-3924(P)/URT front panel access door. Hold Key switch at TUNE KEY 
through step k. 


right 
i. Depress C-3698/URA-38 LEEs pushbutton until a center (NULL) indication is ob- 
tained on DISCRIMINATOR NULL meter. 


j. SetC-3698/URA-38 L-C switch at C, and repeat step i. 
Note 
L and C adjustments will affect each other. The null 
at some frequencies is very sharp. This requires 
that step k be performed very slowly and carefully to 
obtain a tuned (NULL) indication. 
k, Alternately set the C-3698/URA-38 L-C switch at L and C and depress the LEFT 
and RIGHT pushbutton momentarily as required to move the DISCRIMINATOR NULL meter 
indication to the center mark for both settings of L-C switch. 


1. Release AM-3924(P)/URT Key switch and close front panel access door. 
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m. The system is now tuned. Refer to paragraph 3-38 and operate as desired. 


3-37. TUNING WITH AN ANTENNA COUPLER OTHER THAN AN/URA-38. The AN/URT- 
23(V) will normally be operated with Antenna Coupler Group AN/URA-38, However, the 
AN/URT-23(V) may be operated with any-1 KW antenna coupler or tuned antenna system 
which will match the impedance of the antenna to the 50-ohm transmission line output of 
the AM-3924(P)/URT at the transmitting frequency. To tune the system for this type of 
operation, proceed as follows: 


a. Refer to antenna coupler technical manual to determine the RF power input re- 
quired during tuning, and if required, adjust the AM-3924(P)/URT tune power output 
according to paragraph 2-35. 

b. Set T-827/URT MCS and KCS controls, and CPS switch at desired operating fre- 
quency. Selected frequency will be displayed in small windows above MCS and KCS con- 
trols. AM-3924(P)/URT OPERATE indicator will extinguish while T-827/URT is auto- 
matically tuning. Dial behind FREQUENCY MC window will rotate as AM-3924(P)/URT 
automatically tunes to band including selected frequency. 


ec. Hold AM-3924(P)/URT Key switch at TUNE KEY. Perform the required steps to 
match antenna impedance to 50 ohm transmission line output of AM-3924(P)/URT. 


d. Release AM-3924(P)/URT Key switch and proceed to paragraph 3-38. 
3-38, OPERATION, 
3-39. After the system has been tuned, the AN/URT-23(V) may be operated either locally 
or remotely. Paragraphs 3-40 and 3-41 provide the required information to operate in 
either condition. 
8-40. LOCAL OPERATION. To operate the system locally, proceed as follows: 

a. Set T-827/URT LOCAL-REMOTE switch at LOCAL. 

b. Set T-827/URT Mode Selector switch at desired operating mode as follows: 


1. For voice transmission, set Model Selector switch at USB, LSB, or AM and 
connect handset to HANDSET connector. 


2. To transmit CW, set Mode Selector switch to CW, and connect CW key to 
KEY jack on front panel. 


3; To transmit FSK, set Mode Selector switch at FSK, 


4, To transmit FSK and voice simultaneously, set Mode Selector switch at ISB/ 
FSK. (FSK will be on USB, voice on LSB.) 


5. To transmit voice alternately on LSB and USB, set Mode Selector switch at 
ISB and alternate LOCAL ISB HANDSET switch between USB and LSP as 
desired. - 


c. Key transmission as required. 
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d. If a receiver is connected to the antenna through the AM-3924(P)/URT, and it is 
desired to receive on a frequency different from the transmitting frequency, set C-3698/ 
URA-38 BYPASS switch at ON. BYPASS indicator will light whenever system is not keyed. 


e. During operation, the AM-3924(P)/URT Power meter indication should be monitored 
to assure that the antenna system maintains itself in a tuned condition. (With normal 
input power, a decrease in forward power will indicate abnormal operation which may be 
due to an improperly tuned antenna system. ) 


f. To change mode of operation, perform step b. 


g. To change transmitting frequency, repeat the necessary procedures in paragraph 
3-32. 


h. If during operation the OVERLOAD circuits of either the AN/URA-38 or AN/URT-23 
(V) trip, an audible and visual indication of the condition will be present. The key interlock 
will energize, preventing operation. Set Overload switch momentarily at RESET. If 
OVERLOAD indicator and alarm remain on, refer problem to maintenance personnel. 


3-41. REMOTE OPERATION. To operate the system remotely, proceed as follows: 
a. Set T-827/URT LOCAL-REMOTE switch at REMOTE. 
b. Select a mode of operation (step b (1) through (4) of paragraph 3-40). In addition, 


remote operation allows simultaneous transmission of voice on both LSB and USB when 
Mode Selector is set at ISB. 


c. Perform steps c through g of paragraph 3-40 as required. 


d. Select desired remote control unit by switch selection at the transmitter switch- 
board. 


3-42, SHUT-DOWN. 
3-43. To shut-down the AN/URT-23(V) at the end of normal operation, proceed as follows: 
Note 


For emergency shutdown only, set the AM-3924(P)/ 
URT PRIMARY POWER switch at OFF. 


a. Ensure that the system is unkeyed. 
Note 


If AN/URT-23(V) is to be shut down for a brief period, 
set T-827/URT Mode Selector switch at STD BY. 
Leaving the T-827/URT in the standby mode assures 
maximum frequency accuracy. The T-827/URT 
frequency standard and AM-3924(P)/URT tube fila- 
ments will remain energized, so that the system can 
immediately be returned to full operation by setting 
the T-827/URT Mode Selector switch to the desired 
mode. 
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b. Turn off all associated equipment. 
c. Set T-827/URT Mode Selector switch at OFF. 
d. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 
e. Set C-3698/URA-38 POWER switch at OFF. 
3-44, OPERATOR MAINTENANCE. 
3-45, OPERATING CHECKS. 


3-46. When a system malfunction is encountered, the operator should perform the follow- 
ing checks to determine the cause and extent of the trouble. 


a. Refer to the operating procedures and carefully check to ensure that no vital step 
has been omitted. 


b. Attempt to operate in another mode. 


c. Check all front panel fuses. If any are open, the associated indicator lamps will 
light. Replace open fuses. If fuse opens again, refer problem to maintenance personnel. 


d. Determine that all cable connections are properly seated and tight, and that the 
cables are undamaged. 


e. Determine that operation has not been interrupted by an interlock switch (equip- 
ment not properly seated in its case with front panel screws tightened). 


3-47, PREVENTIVE MAINTENANCE, 


3-48. To maintain the AN/URT-23(V) in a condition which will assist in ensuring depend- 
able performance, the operator should perform the following maintenance checks and 
measures on a regularly established schedule. Refer to NAVSHIPS 0967 a pa 
erator's preventive maintenance on the T-827/URT. or Maush . ps 
© F 642-200 -202c) 


WARNING 


Ensure that all equipment is de-energized and that the 
primary power is secured at the source. 


a. Remove and clean the AM-3924(P)/URT air filter. Use water and a small amount 
of soap or liquid detergent. Dry thoroughly before replacing. 


b. Check the mechanical action of each switch and control. Report any indications of 
excessive wear or damage to higher echelon maintenance. 


c. Ensure that each fuse holder contains a fuse of the proper value. 
d. Loosen the six front panel screws on the AM-3924(P)/URT and slide the chassis 


out from the case. Inspect the chassis interior for signs of mechanical damage, rust, or 
corrosion, 
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e. Inspect all wiring for signs of fraying, or damage. Pay particular attention to the 
cables between the rear of the chassis and the case, and on the bottom of the chassis. 


f. Ensure that each subassembly is secure in its mounting. Check the complete 
chassis, front panel, and case for loose parts, or hardware. Tighten loose hardware. 


g. Check the tension of the drive chain on the frequency selector mechanism. The 
chain should be tight, without excessive strain. Inspect sprocket assemblies for damage or 
wear. 


h. Ensure that all high voltage shields are in place. 


i. Open the hinged front panel of the PP-3916/UR and inspect the interior for signs of 
mechanical damage, rust, and corrosion. 


j. Use a soft bristle brush and a lint free cloth to clean al! available portions of the 
interior and exterior of the equipments. 


k. Push the AM-3924(P)/URT back into its case, and close the hinged front panel of 
the PP-3916/UR. Secure each equipment with its front panel screws. 


3-49. EMERGENCY MAINTENANCE. 


3-50. If an equipment malfunction occurs when a technician is not available, attempt to 
determine the cause in a systematic manner. Perform the operating checks called out in 
paragraph 3-45. Attempt to isolate the fault to an equipment function. An intelligent de- 
scription of the fault will be of great assistance to the maintenance personnel. Table 3-5 
lists some of the more probable symptoms of equipment malfunction, and their causes. 
Notify higher echelon maintenance when the malfunction cannot be corrected at the operator 
level, 


TABLE 3-5. COMMON SYMPTOMS OF SYSTEM MALFUNCTION 


SYMPTOM 


Equipment will not energize 


PROBABLE FAULT 


1. No primary power input. Check 
primary power source. Check 
power fuses. Check interlock 
switches. 


2. T-827/URT internal power switch 
in AUX position. Set at NORMAL. 


83. Check EXCITER-COUPLER fuse and 
T-827/URT fuses. 


STANDBY indicator illuminates, Open BLOWER fuse. 
blower does not operate. 


OPERATE indicator does not illumi- 1. Faulty T-827/URT. 
nate, all Multipurpose meter indi- 
cations zero. 


2. Faulty AM-3924(P)/URT. 
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TABLE 3-5. COMMON SYMPTOMS OF SYSTEM MALFUNCTIONS (Cont) 


| SYMPTOM | PROBABLE FAULT | 
No driver screen voltage. Faulty AM-3924(P)/URT. 
No driver plate voltage or screen Open 500 VDC 1.5A fuse. (AM-3924(P)/ 
voltage. URT or PP-3916/UR) 


Faulty AM-3924(P)/URT, PP-3916/UR, 


No PA plate voltage. 
or PP-3917/UR. 


No input power when AN/URT-23(V) Faulty T-827/URT; interconnecting 
is keyed. coaxial cable im AW 1A2J9). 
No driver or PA plate current 1. Jumper plug not installed int+4A258— 
(system will not key). JA2AINS 
2. Faulty AM-3924(P)/URT. 
| Excessive driver plate currents | Faulty AM-3924(P)/URT. | 
OVERLOAD indicator illuminates 1. Time elapsed meter has completed 


(system not keyed). cycle, 1000 hour maintenance due 


(paragraph 5-29) 


2, AM-3924(P)/URT high voltage inter- 
lock or PP-3916/UR interlock open; 
jumper plug missing on 1A2J 1 if 
PP-3917/UR is in use. 


3. AM-3924(P)/URT blower not operating. 


OVERLOAD indicator illuminates 
when system is keyed. 


Excessive current in one or both of the 
PA tubes, due to faulty tube or im- 
proper RF output load. 

Check reflected power. 


Low power output. 1. Improper RF load. Check reflected 


power. 


2. Low RF input to AM-3924(P)/URT. 
Check input power. 


3. Faulty AM-3924(P)/URT. 
Excessive reflected power (VSWR 1. Improperly tuned antenna coupler. 
greater than 4:1). 


2. Faulty transmission line. 


8. Loss of antenna. 
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SECTION 4 


TROUBLESHOOTING 


4-1, LOGICAL TROUBLESHOOTING. 


4-2. The following six logical steps should be followed when troubleshooting Radio Trans- 
mitting Set AN/URT-23(V). 


4-3. SYMPTOM RECOGNITION. 


4-4, Symptom recognition, the first step in the troubleshooting procedure, is based on 
complete knowledge and understanding of equipment operating characteristics. Not all 
equipment troubles are the direct result of component failure; therefore, a trouble in the 
equipment is not always easy to recognize, since conditions of less than peak performance 
are not always apparent. This type of trouble is usually discovered during preventive 
maintenance, such as the Performance Operation and Maintenance Standards of Electronic 
Equipment (POMSEE) checks. 


4-5. SYMPTOM ELABORATION. 


4-6. After an equipment trouble has been recognized, use of front panel controls and other 
built-in indicating or testing aids should verify the original symptom. Checking or manipu- 
lating the setting of the operating controls may eliminate the trouble. Common troubles and 
an isolation procedure for each are listed in paragraph 4-143. 


4-7, LISTING PROBABLE FAULTY FUNCTION. 


4-8. The next step in the logical troubleshooting is to list some "logical choices" of the 
cause and likely location (functional section) of the trouble. The "logical choices" are based 
on knowledge of the equipment operation, identification of the trouble symptom, and infor- 
mation contained in this manual. Refer to the Radio Transmitting Set AN/URT-23(V) func- 
tional description and associated functional block diagram. 


4-9, LOCALIZING THE FAULTY FUNCTION. 


4-10. For best efficiency in localizing trouble, the "logical choices" should be checked in 
the order that will require the least time; a selection is required to determine which section 
to test first. The selection should be based on the validity of the "logical choice" and the 
difficulties involved in making the necessary tests. If the tests do not prove that functional 
section is at fault, the next selection should be tested, and so on until the faulty functional 
section is located. 


4-11. Voltage levels are included at significant check points on servicing block diagrams to 
aid in isolating the faulty functional section. Test data (such as information on control set- 

tings, critical adjustments, and required test equipment) are supplied to augment the func- 

tional description and servicing block diagrams. 
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4-12. LOCALIZING TROUBLE TO THE CIRCUIT. 


4-13. After the faulty functional section has been isolated, it is often necessary to make 
additional "logical choices" as to which circuit(s) within the functional section is at fault. 
The servicing block diagrams provide the signal flow and test location information needed 
to bracket and then isolate the faulty circuit. Table 5-5 provides a listing of transistor DC 
voltage level for various operating conditions. Functional descriptions, simplified sche- 
matics, and pertinent test data for individual circuits (stages) of the functional section are 
in one area of the manual. Usually this information is on facing pages. Information too 
lengthy for this arrangement is in the test data portion of the troubleshooting information. 


4-14, FAILURE ANALYSIS. 


4-15. After the trouble (faulty component, misalignment, etc.) has been located, but prior 
to corrective action, the procedures followed up to this point should be reviewed to deter- 
mine why the fault affected the equipment as it did. This review is necessary to make cer- 
tain that the fault discovered is actually the cause of the malfunction and not a result of the 
malfunction. 


4-16. FUNCTIONAL DESCRIPTION. 
4-17. GENERAL. 


4-18. Figure 4-1 illustrates the functional relationship of the AN/URT-23(V) in a typical 
radio set configuration. The T-827/URT allows the operator to select a voice (LSB, USB, 
ISB, or Compatible AM), CW, or FSK mode of operation on any one of 56,000 or 280, 000 
channels (depending on model of T-827/URT used) in the 2.0 to 29.9995 MC frequency 
range. When an operating channel is selected, the T-827/URT supplies a five wire code to 
the AM-3924(P)/URT to automatically tune it to the correct operating band. Once the AM- 
3924(P)/URT is tuned, the antenna coupler must be tuned to match the impedance of the 
antenna at the selected operating frequency to the 50 ohm transmission line of the AM- 
3924(P)/URT. When Antenna Coupler Group AN/URA-38 is the antenna coupler system 
used, the necessary control signals are passed between the AM-3924(P)/URT, T-827/URT, 
and AN/URA-38 to automatically tune the AN/URA-38 for the selected operating frequency. 


4-19. When the system tuning is completed, a full power voice, CW, or FSK transmission 
can be keyed at the selected frequency and mode of operation. Voice and CW transmis- 
sions also can be keyed from any one of up to three remotely positioned Radio Set Controls 
C-1138/UR. Once a transmission is keyed, the T-827/URT produces a nominal 0. 1 watt 
RF output to the AM-3924(P)/URT. The AM-3924(P)/URT linearly amplifies the RF output 
from the T-827/URT to 1 KW of PEP or average power for application through the antenna 
coupler matching network to the system antenna for radiation. During transmission, over- 
load circuits continually monitor the system for an abnormal condition. If an overload de- 
velops, either in the AN/URT-23(V) or AN/URA-38, the entire system is unkeyed and 
locked off until the condition is corrected. In addition, an overload alarm and indicator on 
either the AM-3924(P)/URT or the AN/URA-38 is energized to provide visual and audible 
indication of the condition. The AM-3924(P)/URT develops and applies DC control signals 
to the T-827/URT to maintain the peak and average power levels of the transmission at a 
constant pre-determined value. This compensates for system gain variations, thereby pre- 
venting the RF power output from decreasing below rated levels or exceeding a safe limit. 
A transmit/receive relay is used in the AM-3924(P)/URT to connect the system antenna to 
an auxiliary receiver whenever a transmission is not being made. 
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4-20. The system operates from either a 208 or 440 volt, 60 CPS three phase source or a 
115 volt, 400 CPS, three phase source. Only one power supply is used, depending on the 
frequency of the primary power: the PP-3916/UR with a 60 CPS source or the PP-3917/UR 
with a 400 CPS source. When the AM-3924(P)/URT is turned on, phases A and B are ap- 
plied to the power supply for conversion to single phase 115 volt power of the same fre- 
quency as the three phase primary power. This 115 VAC is applied as primary power to the 
T-827/URT and/or AN/URA-38. When the system is placed in standby, the power supply 
produces single phase power at both 115 VAC, 400 CPS and 115 VAC, 60 CPS for the con- 
trol circuits in the AM-3924(P)/URT. When the system is placed in operate, the three 
phase primary power is applied to the 500 and 2250 VDC power supply to supply high voltage 
to the electron tubes within the AM-3924(P)/URT. 


4-21. RADIO TRANSMITTING SET AN/URT-23(V). 


4-22, The AN/URT-23(V) (figure 4-2) is a 1 KW radio transmitting set which consists of 
an exciter (the T-827/URT), a linear power amplifier (the AM-3924(P)/URT), and a power 
supply (the PP-3916/UR or PP-3917/UR depending on the frequency of the primary power). 
For information concerning operation of the T-827/URT, refer to NAVSHIPS 0967-032- 
0010. \The AN/URT-23(V) is normally operated with the AN/URA-38 (an automatic antenna 
counien system) and an auxiliary receiver such as the R-1051/URR. 

or Mavshi ps OF6)-“co~ Jere 
4-23. The AM-3924(P)/URT is driven by a low-level (nominal 100 MW) RF output from the 
T-827/URT. Two stages of amplification (a driver amplifier and a final amplifier) are used 
to linearly amplify this input to a level of 1 KW. Each stage consists of two parallel con- 
nected electron tubes and operates into one of nineteen pretuned transformer assemblies. 
The transformer assemblies for each stage are automatically switched into the circuit ac- 
cording to the operating frequency (paragraph 4-24). The 1 KW output from the final ampli- 
fier is applied through the VSWR bridge and the antenna transfer relay to the antenna 
coupler system. The VSWR bridge samples both reflected and forward power for application 
to the front panel Power meter for measurement and monitoring. In addition, the VSWR 
bridge supplies the necessary signals for the APC and PPC circuits to develop their respec- 
tive control voltages. The antenna transfer relay connects the antenna to an auxiliary re- 
ceiver when the system is not keyed. 


4-24, An open-seeking circuit which employs a five-wire coding scheme is used to auto- 
matically bandswitch the correct transformer assemblies into the driver and final amplifier 
circuits. The code is generated either by an encoder within the T-827/URT, or internally 
by an encoder within the AM-3924(P)/URT when the T-827/URT is not used. In either case, 
the code consists of a pattern of opens and grounds which establishes a ground path to one 
side of a relay coil through a decoder switch in the AM-3924(P)/URT bandswitching system. 
This ground path energizes the relay and in turn a motor, which rotates the decoder and 
bandswitch assemblies until the ground path is broken. While a new channel is being se- 
lected, an inhibit signal is applied to the keying circuit to prevent the system from being 
keyed before the switches have stopped in the correct position. The power for driving the 
tuning motor is 115 VAC, 60 CPS, obtained either from the PP-3917/UR 60 CPS inverter 
assembly or from the PP-3916/UR, depending on the frequency of the primary power 
source. 


4-25. The VSWR bridge supplies a signal to the APC-PPC circuit which is, in essence, 
the envelope of the RF output from the system. This signal is used to develop one control 
voltage which is proportional to the peak power output from the system and another which is 
proportional to the average power. Both control voltages are applied to the T-827/URT, in 
which they are used to maintain the power output from the system at a constant 1 KW PEP. 
This closed loop circuitensures that the RF power output is maintained at the rated level as 
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well as preventing it from exceeding a safe limit. In addition, the PPC voltage is applied 
to the AM-3924(P)/URT bias circuits as a protective measure in the event that the control 
circuits in the T-827/URT fail or that the system is being operated with an exciter that 
does not have power control capabilities. In this condition, as the peak power output in- 
creases beyond its rated level, the bias voltage to the driver amplifier is increased to re- 
duce the RF output. The APC-PPC circuit can also be commanded to reduce the power 
output from the system to a lower value required for tuning the antenna coupler. This is 
accomplished either manually with the front panel TUNE KEY switch or automatically by 
the AN/URA-38. At the same time, a carrier insert signal is supplied to the T-827/URT, 
causing that unit to provide the single tone carrier output required for tuning. If desired, 
a resistor in the PPC circuit can be changed in value to enable the tune power level to be 
set to other values required to tune antenna couplers other than the AN/URA-38. When 
operating in the CW or FSK mode, the CW/FSK ground from the T-827/URT is used to de- 
energize the APC detector and switch the PPC output to the T-827/URT APC input. Also, 
a class B drive signal is produced and applied to the bias power supply (paragraph 4-27) 
when the CW/FSK ground is present. 


4-26. An overload detector is used to continually monitor the plate currents of the two 
final amplifier tubes, the RF output voltage, and the temperature of the PP-3916/UR. Ifa 
dangerous condition occurs in any of these areas, the overload circuit trips and provides 
an inhibit signal to the keying circuit, preventing further keying of the circuit until the over- 
load has been cleared. When the overload circuit trips, an indicator lamp and an alarm 
are energized to provide both visual and audible indication that an overload condition has 
occurred. A front panel switch enables the audible overload alarm to be disabled. The 
overload circuit can be reset through the front panel RESET switch. However, if the 
overload was not of a momentary nature, the overload circuit will again immediately trip 
to prevent keying. In addition, the keying circuit remains inhibited whenever the overload 
switch is held in the reset position, thus preventing an operator from forcing operation in 
an overload condition. When the time elapsed meter has recorded 1000 hours of filament- 
on time for the electron tubes, it trips and energizes the overload indicator and alarm to 
provide an indication that the tubes should be checked for possible replacement and the 
time elapsed meter set to zero. However, in this condition, the operate bias for the final 
amplifier is not prevented from being keyed. 


4-27. The AM-3924(P)/URT is keyed on and off through the bias levels applied to the four 
electron tubes in the final and driver amplifiers. Keying is accomplished by grounding the 
system keyline at any of the other units or by setting the AM-3924(P)/URT front panel Key 
switch at TUNE KEY or LOCAL KEY. Inany case, the keying circuit switches the bias 
voltage for the driver and final amplifier electron tubes from cutoff to operate levels. The 
keying circuit is inhibited (bias maintained beyond cutoff) whenever the tuning motor is en- 
ergized, an overload occurs, the RESET switch is depressed, or the ground key interlock 
signal is supplied by the AN/URA-38. Also, whenever the tuning motor is energized or the 
ground key interlock signal is supplied by the AN/URA-38, the T-827/URT is unkeyed by 
cutting off the 28 VDC interlock signal that the AM-3924(P)/URT normally supplies to en- 
ergize the T/R relays in the T-827/URT. 


4-28. A metering circuit allows any one of eight parameters of the amplifier tubes to be 
connected to a meter for measurement or monitoring. These parameters consist of the 
cathode current of each of the four electron tubes, the input RF power to the driver ampli- 
fier, the plate supply voltages, and the screen supply voltage. 


4-29, Turn-on is initiated by setting the PRIMARY POWER switch at ON. This action 


supplies phases A and B of the primary power to either the PP-3916/UR for 60 CPS power 
or the PP-3917/UR for 400 CPS power. In either case, the power supply converts this 
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voltage to 115 VAC single phase power of the same frequency as the applied primary volt- 
age. This 115 VAC power is supplied as primary power to the AN/URA-38 and T-827/URT. 
In addition, phases A and B of the primary power are applied to the low power transformer 
through an open contact of the standby relay. Further control of the power distribution is 
now exercised from the T-827/URT. 


4-30. When the T-827/URT Mode Selector switch is set at STD BY, a 28 VDC standby- 
operate signal is generated to energize the standby relay in the AM-3924(P)/URT. One set 
of the relay contacts switches either 115 VAC, 400 CPS from the PP-3917/UR directly to 
the indicators and blower, or 24 volts to the 400 CPS inverter in the PP-3916/UR, which in 
turn produces 115 VAC, 400 CPS output to the blower and indicators. Therefore, 115 VAC, 
400 CPS is either directly or indirectly switched to energize the blower and indicators. 
The other set of relay contacts completes the circuit for phases A and B to the low power 
transformer. This transformer provides the following outputs: 6.0 VAC filament voltage 
for the final amplifier tubes, 138.5 VAC filament voltage for the driver amplifier tubes, and 
the AC inputs to the bias, +12 VDC remote, and 11, 20, and 28 VDC supplies. In addition, 
if the primary power source is 60 CPS, the transformer supplies 115 VAC output to the 
time elapsed meter. The bias supply develops operating and cutoff biases for the final and 
driver amplifier tubes. In addition, a -36 VDC signal is derived from the bias circuit for 
the T-827/URT RF delay circuit. The +12 VDC remote supply produces a floating 12 VDC 
output for remote use. All low DC voltages required to power the AM-3924(P)/URT control 
circuits are produced by the 11, 20, and 28 VDC supplies. The 28 VDC is also supplied to 
the time delay relay heater in the operate circuit and, if the primary power source is 400 
CPS, to the 60 CPS inverter in the PP-3917/UR. The 60 CPS inverter produces 120 VAC, 
60 CPS power for the time elapsed meter and 130 VAC, 60 CPS power for the tuning motor 
when operating from a 400 CPS primary power source. 


4-31. Three minutes after application of heater power, the time delay relay closes. There- 
after, the system can be placed in an operate condition by setting the T-827/URT Mode Se- 
lector switch to any operate position. This supplies the 20 VDC operate signal to the oper- 
ate circuit to energize the operate relay. Energizing the operate relay applies the three 
phase primary power to the PP-3916/UR 60 CPS high voltage supply or PP-3917/UR 400 
CPS high voltage supply. In either case, the supply converts the three phase primary 
power to 2250 and 500 VDC. These DC voltages are used for plate power for the final and 
driver amplifier tubes, respectively. In addition, the 500 VDC drives a regulated 300 VDC 
screen supply in the AM-3924(P)/URT for both the final and driver amplifier tubes. Ener- 
gizing the operate relay extinguishes the STANDBY indicator and lights the OPERATE indi-~ 
cator. The system is now energized for operation. 


4-32, CIRCUIT DESCRIPTIONS. 
4-33. DRIVER AMPLIFIER. 


4-34, GENERAL. The driver amplifier (figure 4-3) consists of two electron tubes, and 
interstage transformer assembly, and various other components. The function of this cir- 
cuit is to linearly amplify the input from the T-827/URT to a level sufficient to drive the 
final amplifier (paragraph 4-39). 


4-35, CIRCUIT DESCRIPTION. The RF input from the T-827/URT at connector 1A2J9 is 
applied through connectors 1A2P1 and 1A1J1 and terminal 12 of terminal board TB1 toa 
nominal 50-Ohm input load consisting of inductor L2 and resistor R6. Inductor L2 compen- 
sates for the input capacitance of the two electron tubes. The RF input is also applied to 
the metering circuit (paragraph 4-89). From the input load, the RF is coupled by capacitor 
C1 to the grids of the two electron tubes. The two parallel connected electron tubes are 
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operated as aclass A linear amplifier stage that provides a nominal 20 DB of power gain. 
One of nineteen broadband interstage transformer assemblies is used to couple the RF out- 
put from the driver amplifier to the input of the final amplifer. 

4-36. The nineteen transformer assemblies are mounted on a motor-driven bandswitch 
assembly which is switched according to operating frequency to automatically connect the 
correct transformer assembly into the signal path (paragraph 4-83). Each transformer 
assembly above 8 MC consists of a double tuned circuit which uses capacitive top coupling. 
This type of circuit provides a wide flat passband with very sharp skirts, i.e. broadband 
tuning. Below 8 MC, conventional single tuned circuits are used. 

4-37. The voltage drops developed across cathode resistors R1 and R2 are applied to the 
metering circuit for monitoring and measurement (paragraph 4-89). Each of the power 
supply input lines (bias, plate, and screen) is filtered to provide RF decoupling. Capaci- 
tors C2 through C12 and C19 are local RF bypasses. Resistor 1A1R24 is used for parasitic 
suppression. 


4-38. TEST DATA. Pertinent references and applicable data for the driver amplifier are 
as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23, 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic viagram, 
Figure 5-26. 


c. Driver Transformer Assembly 1A1A4, Schematic Diagram 5-25 


d. Radio Frequency Amplifier AM-3924(P)/URT, Bottom View, Component Locations, 
Figure 5-8, 


e. Driver Tube Assembly 1A1A1, Component and Test Point Locations, Figure 5-10. 


f. Driver Transformer Assembly 1A1A4, Component and Test Point Locations, 
Figure 5-13. 


g. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


h. Tube Socket Voltage and Resistance Measurements, Tables 5-2 and 5-3. 
i. Driver Transformer Alignment Instructions, Paragraph 5-19. 
j. Required Test Equipment: 

(1) Multimeter AN/PSM-4 

(2) Electronic Multimeter AN/USM-116 

(3) Oscilloscope AN/USM-117 

(4) Radio Test Set AN/TRM-3 


(5) Signal Generator SG-582/U 
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4-39, FINAL AMPLIFIER. 


4-40. GENERAL. The final amplifier (figure 4-4) consists of two electron tubes, an out- 
put transformer assembly, and various other parts. The function of this circuit is to lin- 
early amplify the output from the driver amplifier to a level of 1 KW for application to an 
antenna. 


4-41, CIRCUIT DESCRIPTION. The RF output from the driver amplifier is applied 
through parasitic suppressors R16 and R17 to the grid of electron tube V1 and through 
parasitic suppressors R18 and R19 to the grid of electron tube V2. The two parallel- 
connected electron tubes are operated class AB, during voice operation (class B during 
CW or FSK operation) to provide a nominal 25 DB of power gain. The class of operation 
is determined by the bias voltage applied by the bias power supply (paragraph 4-70). One 
of nineteen broadband output transformers is used to couple the RF output from the final 
amplifier to a 50 ohm transmission line. 


4-42, The nineteen transformer assemblies are mounted on a motor-driven bandswitch 
assembly which is switched according to the operating frequency to automatically connect 
the correct transformer assembly into the signal path (paragraph 4-83). Each transformer 
assembly consists of a double tuned circuit which uses capacitive bottom coupling. In addi- 
tion, the secondary winding is tapped such that the top of the secondary winding and the 
secondary tuning capacitor form a series resonant circuit to trap second harmonics. 


4-43. The voltage drops developed across cathode resistor R25-R26 and R27-R28 are ap- 
plied to the metering circuit for monitoring and measurement (paragraph 4-89) and to the 
overload circuit for monitoring (paragraph 4-77). Each of the power supply input lines 
(bias, plate, and screen) is filtered to provide RF decoupling. The voltage at the input to | 
the final transformer assembly is also applied to the overload circuit for monitoring (para- ) 
graph 4-77). The cathode resistors are bypassed by capacitors Cp - Cc andCa -Cp. 

The parallel connected resistors R5 and R6 provide grid loading to swamp the non-linear 
input impedance of the electron tubes, thus preventing distortion. Resistor R21 serves as 
a parasitic suppressor. Inductor L6 provides a low frequency bypass around resistor R21. 
Capacitors C10 and C20 are RF bypasses for the tube filament. Plugs P6 and P7 allow the 
screen voltages to be adjusted independently to balance the idling currents of the two tubes. 


4-44, TEST DATA. Pertinent references and applicable test data for the final amplifier 
are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23, 


b. Final Transformer Assembly 1A1A2, Schematic Diagram, Figure 5-24 


c. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7, 


d. Final Amplifier Tube Socket Assembly, Bottom View, Component Locations, 
Figure 5-9, 


e. Final Transformer Assembly 1A1A2, Component and Test Point Locations, 
Figure 5-11. 


f. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing 
Block Diagram, Figure 4-22. 
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Tube Socket Resistance Measurements, Table 5-4, 
h. Final Transformer Alignment Instructions, Paragraph 5-20. 
i. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) Electronic Multimeter AN/USM-116 
(3) Oscilloscope AN/USM-117 
(4) Radio Test Set AN/TRM-3 
(5) Signal Generator SG-582/U 
4-45. VSWR BRIDGE. 


4-46. GENERAL. The VSWR bridge (figure 4-5) consists of a toroidal transformer and 
various voltage divider, detector, and filter networks. The function of this circuit is to 
provide outputs for Power meter 1A1M2 proportional to the forward and reflected power on 
the output transmission line. In addition, a single output related to both reflected and for- 
ward power is applied to the APC-PPC circuits (paragraph 4-54). 


4-47. CIRCUIT DESCRIPTION. The center conductor of the output transmission line 
passes through the center of toroidal transformer T1 and constitutes its single turn primary; 
the walls of the assembly serve as the shield for the transmission line. The short shield 
around the center conductor, grounded at only one end, does not serve as a part of the 
transmission line, but merely prevents undesired capacitive coupling between the center 
conductor and the secondary winding on the toroid. Current through the transmission line 
induces equal voltages in two parts of the center tapped secondary winding, one voltage 
being in phase with the line current and the other 180 degrees out of phase with the line cur- 
rent. Voltage divider C6 -C1 provides a reference voltage at the center tap of toroidal 
transformer T1 that is in phase with the line voltage. When the load on the transmission 
line is resistive so that there is no reflected power, the line voltage and current are in 
phase. Trimmer C6 is adjusted so that the reference voltage is equal in magnitude to the 
induced voltage when the load on the transmission line is 50 ohms resistive. Therefore, 

the vector sum of the voltages between terminal 3 of transformer T1 (reflected power side 
of the bridge) and ground is zero, since the induced voltage is equal in magnitude and 180 
degrees out of phase with the reference voltage. As the load changes to something other 
than 50 ohms resistive, causing reflected power on the line, the two voltages no longer 
exactly cancel and an output is produced at terminal 3 of transformer T1. This levelis 
peak detected by diode CR1 and capacitor C2, and applied through calibrating resistor R7 to 
contact 2 of Power meter switch 1A1S88 and through calibrating resistor R8 to contact 4 of 
Power meter switch 14188. Either range of reflected power can then be selected by the 
Power meter switch for application to Power meter 1A1M2 for measurement or monitoring. 
Similarly, the voltage at terminal 1 of transformer T1, the reference voltage and the in- 
duced voltage across resistor R2 add vectorially to produce a signal related to forward 
power, This voltage is peak detected by diode CR4 and capacitor C5, and applied to voltage 
divider R4-1A1R14. Potentiometer 1A1R14 allows the Power meter to be calibrated for a 
known amount of peak forward power (normally 1 KW). The output from the voltage divider 
is applied through calibrating resistor R3 to contact 3 of Power meter switch 1A1S8. Induc- 
tor L1 provides a DC path to ground from the center tap of toroidal transformer T1. Resis- 
tor R9 is a DC pull-down resistor to prevent the coupling capacitor in final transformer as- 
sembly 1A1A2 from holding a charge. At the high end of the frequency range, the leads of 
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capacitor C1 produce a small amount of inductive reactance. Therefore, inductor L2 is 
used to provide a corresponding amount of inductive reactance in series with capacitor C6 
so that the output from divider C6-C1 will be frequency insensitive. Capacitors C2 and C5 
are large to hold their charge between audio cycles, thus making the Power meter indicate 
PEP watts (most other transmitters indicate average power). 


4-48, The signal at terminal 1 (forward power side) of transformer T1 is detected by diode 
CR3 and applied through isolating resistor R6 to the APC-PPC circuit. This output is, in 
essence, the envelope of the RF output from the AM-3924(P)/URT and is used to derive the 
automatic peak and average power control voltages (paragraph 4-54). Any output from the 
reflected power side of transformer T1 is detected by diode CR2 and applied through resis- 
tor R5 and diode CR5 to the APC-PPC circuit. The value of resistor R5 is chosen so that 
no control voltage will be generated by the APC-PPC circuit due to reflected power until 
the reflected power level reaches approximately 360 watts (4:1 VSWR at 1 KW forward 
power). As the VSWR, and therefore the reflected power, increases above this point, the 
additional input to the APC-PPC circuit results in an increased output from the APC-PPC 
circuit to reduce the output from the AM-3924(P)/URT. Therefore, the equipment is pro- 
tected against over-dissipation that would result from excessive VSWR on the transmission 
line. When the tune line is grounded diode CR6 grounds out the bottom of resistor R5, pre- 
venting reflected power limitation during tuning. Diode CR5 also prevents resistor R6 
from being shorted out. 


4-49. TEST DATA. Pertinent references and applicable test data for the VSWR bridge are 
as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. VSWR bridge 1A1A3, Components and Test Point Locations, Figure 5-12. 
c. VSWR Bridge Adjustment Procedures, Paragraph 5-9. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


e. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) Electrical Dummy Load DA-242/U 
(3) Electronic Multimeter AN/USM-116 
4-50. ANTENNA TRANSFER RELAY. 


4-51. GENERAL. The Antenna transfer relay (figure 4-6) connects the antenna to the re- 
ceiver input or the transmitter output depending on the condition of the system. 


4-52. CIRCUIT DESCRIPTION. The 28 VDC output from the internal power supply is 
always present on one side of the coil of relay K1. The other side of the coil is connected 
to the system keyline. The system can be keyed (keyline grounded) from the T-827/URT, 
C-3698/URA-38, or with the AM-3924(P)/URT front panel Key switch. When the system is 
keyed, the RF output from the VSWR bridge is applied through connectors 1A1A3J2, P4, 
and P5, the contacts of relay K1, and connectors P6 and J3 to the antenna. Whenever the 
keyline is not grounded, the antenna is connected to receiver input connector J4 through 
connectors J3 and P6, the contacts on relay K1, and connector P7. 
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Figure 4-6. Antenna Transfer Relay, Simplified Schematic Diagram 
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4-53. TEST DATA. Pertinent references and applicable data for the antenna transfer re- 
lay are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram; 
Figure 5-23, 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


c. Radio Frequency Amplifier AM-3924(P)/URT, Case, Component Locations, 
Figure 5-17. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block © 
Diagram, Figure 4-22. 


f. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
4-54, APC-PPC CIRCUIT. 


4-55. GENERAL. The APC-PPC circuit (figure 4-7) consists of twelve transistor stages. 
The function of this circuit is to generate control voltages that are applied to the T-827/URT 
(or used internally) to maintain the peak and average power levels of the RF output from the 
system at a constant predetermined value (normally 1 KW). Therefore, variations in sys- 
tem gain are compensated, preventing the RF oupae ere e reasing below the rated level 
or exceeding a safe limit. The control voltages ar Lis om an output from VSWR 
bridge 1A1A3 (paragraph 4-45). This output is, in essence, the envelope of the RF output 
from the AM-3924(P)/URT. 


4-56, CIRCUIT DESCRIPTION. The output from VSWR bridge 1A1A3 is developed across 
a voltage divider consisting of resistors 1A1A3R6, R25, R23, 1A1R13, and transistor Q7. 
During normal operation, shunt attenuator Q7 is turned on, connecting resistors R23 and 
1A1R13 in parallel with resistor R25. This reduces the output from the VSWR bridge prior 
to application to the APC and PPC detectors. PWR control 1A1R13 is normally set maxi- 
mum clockwise (minimum resistance). Therefore, the input to the APC and PPC detectors 
can be increased by inserting some resistance in series with resistor R23. When the sys- 
tem is placed in a tune condition, shunt attenuator Q7 is turned off (paragraph 4-62) allowing 
the full output from the VSWR bridge to be applied to the detectors. This increased input 
allows the detectors to be activated at a lower RF output to constrain the RF power output to 
a lower level for tuning an antenna coupler. 


4-57, Threshold detector Q8 is turned on when the output from the attenuator exceeds the 
voltage developed across emitter resistor R26 by threshold reference Q11. The threshold 
level,developed by threshold reference Q11,is adjusted (PPC ADJ 1A1R11) at the time of 
fneta lation to a level which prevents threshold detector Q8 from turning on until its input 
represents 1 KW of RF output power. Theoutputfrom threshold detector Q8 is raised in 
level by amplifier Q9 and applied through emitter follower Q10 and gate CR22 (when closed, 
see paragraph 4-60) to the T-827/URT PPC circuits. Diode CR11 provides temperature 
compensation for amplifier Q9. Emitter follower Q10 provides a low impedance source to 
drive the lines to the T-827/URT. 
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Figure 4-7. APC-PPC Circuit, Simplified 
Schematic Diagram 
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4-58. Amplifiers Q12 and Q13 and driver Q14 provide an amplified, low impedance dupli- 
cate of the output from the attenuator circuit which is applied to the modulation wiper. 
Diodes CR12 and CR9 are used to temperature compensate amplifiers Q12 and Q13, re- 
spectively. Thus, the stability of the amplifier circuits is greatly improved. The function 
of the modulation wiper is to average the peaks of the applied signal to produce a DC output 
which is proportional to the average power output from the system. Capacitor C3 charges 
through resistor R39 and discharges through resistor R38 and diode CR13. The discharge 
time constant is chosen to be somewhat shorter than the charging time constant; otherwise 
the voltage at capacitor C3 would tend to rise with complex waveforms and given an errone- 
ously high indication of average power. Emitter follower Q15 provides a low impedance 
source for the following circuits. In conjunction with capacitor C4, emitter follower Q15 
provides a fast-rise, slow-fall signal for application to the T-827/URT. At the time of in- 
stallation, the gain of amplifier Q13 is adjusted with APC ADJ 1A1R12 to control the com- 
patible AM carrier at 250 watts. 


4-59. During voice operation (all modes except CW and FSK) the PPC and APC outputs are 
applied to the T-827/URT to control the peak and average levels of the system RF power 


, output. During CW and FSK operation, the PPC circuits of the T-827/URT are not used. 


However, it is desired to preserve the rapid response and precise level sensing character- 
istics of the AM-3924(P)/URT PPC detector. Therefore, the CW/FSK ground produced by 
the T-827/URT is used in the AM-3924(P)/URT to switch the PPC voltage to the APC 
circuits. 


4-60. During voice operation, the 11 VDC at the collector of switch Q16 is dropped across 
a voltage divider consisting of R41, CR24, and R19, producing approximately 2 VDC at the 
base of switch Q16. During normal operation, both the APC and PPC control voltages ex- 
ceed this 2 VDC level. Therefore, both gate CR23 and switch Q16 will be reverse biased, 
allowing the outputs from the APC and PPC circuits to be applied to their respective cir- 
cuits in the T-827/URT. When the T-827/URT is placed in a CW or FSK mode of operation, 
a ground is applied through diode CR8 to turn off the APC circuits. In addition, the CW/ 
FSK ground is applied to the base circuit of switch Q19, energizing it. The resulting posi- 
tive output from switch Q19 opens (reverse biases) the normally closed gate CR24, and 
changes the bias on the final amplifier tubes (paragraph 4-70) for class B operation. Now 
the 11 VDC at the collector of switch Q16 is dropped across voltage divider R41-CR23-R32, 
resulting in approximately 2 VDC at the base of switch Q16. Since the APC circuit is de- 
energized, switch Q16 is forward biased and the 2 VDC is applied t the APC output to the 
T-827/URT. Since gate CR23 is closed (forward biased) and pp actadsed will increase 
the conduction of switch Q16; therefore, the PPC signal is applied to the APC line by 
emitter follower action. J//e CRAG Provides Fear peratere Com peaser 
tor switch CPIg.- , 
4-61. Whenever normal power control is inoperative (either because of failure in the 
T-827/URT or because of the use of an exciter without power control capabilities), the PPC 
voltage will continue to rise in an effort to reduce the exciter output power. When the PPC 
voltage rises sufficiently, diode CR5 starts to turnoff the internal PPC circuit (transistor 
Q3 in the bias supply, see paragraph 4-70) to increase the bias on the driver amplifier 
tubes, and thus reduce the RF power output to the desired level. Therefore, the AM-3924 
(P)/URT is always protected against excessive dissipation in the amplifier tubes and trans- 
former assemblies. 


4-62. When a low power RF signal is required for tuning an antenna coupler, the tune line 


is grounded either automatically by the C-3698/URA-38 or by the front panel TUNE KEY 
switch. In either case, the ground turns off the APC circuits (through gate CR1) and turns 


ORIGINAL 4-21 


Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
4-62 TROUBLESHOOTING 


on switch Q17, resulting in the +40 VDC generated by diode CR2 and capacitor C1 being 
applied to voltage divider R1-R15-R16-R17, producing four results: 


a. The base voltage on shunt attenuator Q7 is raised sufficiently to cut it off, allowing 
the full output from the VSWR bridge to be applied to the PPC circuit. Asa result, the 
generation of PPC voltage starts at a lower level of RF power output. As shipped, the 
value of resistor R25 is chosen such that a 200 watt RF output from the system is available 
for tuning. If desired, the value of resistor R25 can be changed (paragraph 2-35) to pro- 
vide a tune power level other than 200 watts. Thus, the tune power requirements of any 
antenna coupler can be satisfied by changing the value of a single resistor. 


b. In order to provide a single continuous tone on which to tune the antenna coupler, 
20 VDC is applied through diode gate CR19 to the T-827/URT causing the carrier to be re- 
inserted into the RF output. 


c. The positive level developed across resistors R16 and R17 is applied through 
diode gate CR26 to resistor R19. This opens gate CR24, closes gate CR23, and energizes 
switch Q16 to switch the PPC control voltage to the APC circuits as was explained in para- 
graph 4-60. The PPC circuit is used due to the rapid sensitive response to power beyond a 
specific point (as contrasted with the APC circuits), but is applied to the T-827/URT APC 
circuits because the PPC circuits in the exciter are not capable of controlling carrier level. 


d. The positive level across resistor R17 (approximately 9 VDC) is applied to the 
T-827/URT PPC circuits. This signal cuts off the T-827/URT PPC circuits, preventing 
leakage of any sideband modulation that may be present. 


Diode CR20 ensures positive cutoff of switch Q17. Diode CR25 prevents the voltage across 
resistors R16 and R17 from rising above 11 VDC when tune power is called for during an FSK 
or CW mode of operation. 


4-63. TEST DATA. Pertinent reference and applicable test data for the APC-PPC circuit 
are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23, 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


c. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. ° 


d. Radio Frequency Amplifier AM-3924(P)/URT, Case, Component Locations, 
Figure 5-17. 


e. Printed Circuit Board Assembly 1A1A6, Component and Test Point Locations, 
Figure 5-15. 


f. APC-PPC circuit, Servicing Block Diagram, Figure 4-23. 


g. System Alignment, Paragraph 2-34. 
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h. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) Electronic Multimeter AN/USM-116 
(3) Oscilloscope AN/USM-117 
(4) PC Board Extenders (Paragraph 5-44) 
i. Transistor DC Voltage Measurements, Table 5-5. 
4-64, KEYING CIRCUIT. 


4-65. GENERAL. The keying circuit (figure 4-8) consists of a key interlock, a key driver, 
a keying stage, a 28 VDC switch, and various gates and switches. The function of this cir- 
cuit is to cause the bias power supply to provide operate bias to the four electron tubes 
whenever the system keyline is grounded, unless an overload exists, a tuning motor is en- 
ergized, or the AN/URA-38 interlocks the keyline, in which case cutoff bias is maintained. 


4-66. CIRCUIT DESCRIPTION. When the AM-3924(P)/URT is keyed, ground is applied to 
the cathode of diode CR11. Therefore, voltage divider R12-R28-R16 drops the voltage at 
the base of key driver Q5 below that produced by voltage divider R13-R14 at the emitter, 
turning on key driver Q5 and thus keyer Q6. Keyer Q6 functions as a switch to short out 
resistor R8 in the bias circuit (paragraph 4-70). 


4-66a. Some of the circuits connected to the system keyline (the T/R relays) are connected 
to an unfiltered full-wave rectified 28 VDC line whose voltage drops instantaneously to zero 
120 times per second. To prevent these momentary grounds from keying the AM-3924(P)/ 
URT at a 120 CPS rate, an integrating network (R16 and C1) is used. The network also 
provides a delay when initially keyed to allow any exciter keying transients to collapse be- 
fore the amplifier reaches full gain. Diode CR11 prevents the voltage at the base of tran- 
sistor Q5 from rising above 11 volts when unkeyed. When FREQUENCY MC switch 1A1S7 
is not set at AUTOMATIC, diode 1A1CR14 prevents the A M-3924(P)/URT from being keyed 
from the system keyline; in this condition the AM-3924(P)/URT can be keyed only with Key 
switch 1A1S3. 


4-67. 28 VDC switch Q8-Q9 consists of two cascaded emitter followers which supply 28 
VDC to the T/R relays in the T-827/URT (NAVSHIPS 0967-032-0010). However, if the 
tuning motor is energized or the ground keyline interlock signal from the AN/URA-38 is 
present, the cathode of diode gate CR17 is grounded. This turns off 28 VDC switch Q8-Q9, 
preventing the T-827/URT from being keyed. 


4-68. A ground keyline interlock input from the AN/URA-38 or a ground input from the 
tuning circuit (paragraph 4-83) lowers the voltage at the base of key interlock Q4 by virtue 
of divider R11-R10. This saturates key interlock Q4, preventing key driver Q5 from con- 
ducting even if the keyline is grounded. In addition, a key interlock sigpa] j lied 
through diode CR12 tothe bias power supply to cut off PPC amplifier Zia £he batagraph 
4-75). Thus, for both of these reasons the AM-3924(P)/URT can not be keyed. If an over- 
load occurs, the overload circuit turns transistor Q4 on through resistor R5 and diode CR5, 
again preventing keying of the set so long as the overload circuit is latched up. Key inter- 
lock Q4 is also energized when the Overload switch is set at RESET, so the unit can not be 
forced to operate under overload conditions by holding the Overload switch in the RESET 
position, Diode CR9 drops the bias needed to turn on transistor Q4 by an additional 0.3 


ORIGINAL 4-23 


AN/URT-23(V) 
TROUBLESHOOTING 


NAVSHIPS 0967-191-7010 


WeIseIg oyeWoyos peytduig “yinoryD sulhoy -g-y% oin317 


2zoWvevl priv! id 
an aol “ums 
r is —~»—<9 
Oltwevl ¢dzyr erty 
srivavl eu ova 


SVIVI HLIM 
SNOILVNSISSO 39N38335a 


dan 82 BLI1GWOONI X143ud 
A3y Aa 310N 
3NAL : 
1907 ~4tos As 


4 (Was 4 ?2 
<sivi 2sivi 3 m 
[ | awwaon _ | O/d O/d 
19 


> 1 —< 69 3NINA3M W3ISAS 
NYS ig Ptivi pydIvI = er ivi 
O/d O/d O/d 


@— >t LINDYID ONINNL Wous 


2u9 
ofivey! 

O/d 
ap <__0—0-—__< r 


63lV2v1 
ola 8y9 Id priv erry! ney 
O/d O/d 


AlddNS Y3AMOd 
svi OL 


49) 
MIO1YSLNI 
Aa” 


LINDHID 
agvotw3sA0 WOYSs 


AIddNS o —~< 
Yy3MOd SVId OL id 
Mel 
ve O/d 


2140 ° DCA II 


ORIGINAL 


MOOTNSLNI 
ANINARM 
ONnOYS 


4-24 


AN/URT -23(V) NAVSHIPS 0967-191-7010 Paragraph 
TROUBLESHOOTING 4-68 


volts below 11 volts, ensuring that transistor Q4 will be solidly cut off until one of the key 
interlock inputs is energized. 


4-69. TEST DATA. Pertinent references and applicable test data for the keying circuit 
are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


c. Printed Circuit Board 1A1A5, Component and Test Point Locations, Figure 5-14. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


e. System Keying and Key Interlock Circuitry, Servicing Block Diagram, Figure 4-27. 
f. Required Test Equipment: 

(1) Multimeter AN/PSM-4 

(2) PC Board Extender (paragraph 5-44) 
g. Transistor DC Voltage Measurements, Table 5-5. 


4-70. BIAS POWER SUPPLY. 


4-71. GENERAL. The bias power supply (figure 4-9) consists of a full-wave bridge recti- 
fier and filter, a voltage regulator and divider, and various switching circuits. The func- 
tion of this circuit is to provide the required grid bias voltages for operation of the electron 
tubes. Until the system is keyed, the outputs from the bias power supply are at the cor- 
rect level to bias the electron tubes beyond cutoff. When the system is keyed, the bias 
voltages change to the values required to establish proper plate currents in the electron 
tubes according to the mode of operation. That is, the final amplifier bias is changed to the 
value required for class AB, operation of the tubes during voice operation or to the value 
required for class B operation during CW or FSK operation. The value of driver bias is 
such that the tubes operate class A. However, the driver bias can be controlled by the PPC 
circuit according to the AM-3924(P)/URT RF power output requirements (internal PPC). 


4-72. CIRCUIT DESCRIPTION. The output from winding 20-21 of transformer 1A1T1 is 
full-wave rectified by diodes CR14 through CR17, filtered by capacitor 1A1C29, and ap- 
plied to a voltage regulator and divider circuit consisting of current limiting resistor R42, 
Zener diodes CR4 and CR3, and resistor R8. When the system is keyed, transistor 1A5Q6 
of the keying circuit (paragraph 4-64) shorts out resistor R8, grounding the bottom side of 
the voltage regulator. In any mode of operation, except CW and FSK, switch Q20 is con- 
ducting into saturation, connecting the bottom of PA BIAS potentiometer 1A1R10 to -36 
volts. Therefore, PA BIAS control 1A1R10 can be adjusted over the normal class AB, 
range of operating bias for the final amplifier tubes. The output from PA BIAS control 
1A1R10 is applied through transistor Q21 to the final amplifier tubes by emitter follower 
action. During CW or FSK operation, a positive output from the APC-PPC circuit (para- 
graph 4-54) turns switch Q20 off. Due to the high collestor-emitter impedance of transistor 
Q20 in this condition, the adjustment range of the PA BIAS control is insignificant, 
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essentially causing the full output from the regulator-divider circuit (-72 volts) to be apy, ee us 
plied by the emitter follower action of transistor Q21 to the final amplifier tubes. Emitter Can? TV Few 
~. follower Q21 is used to allow grid current to be drawn by the amplifier tubes without losing <.- 
regulation. That is, during class B operation, a larger amount of drive is required in 
order to obtain the rated output from the AM-3924(P)/URT. This can result in a small 
amount of grid current. If emitter follower Q21 were not used, this current would create 
a voltage drop across PA BIAS control 1A1R10, thus destroying the regulation and biasing 
the tubes further toward cutoff. However, with emitter follower Q21 in the circuit, the 
grid current is now drawn through the small collector-emitter resistance of the transistor 


resulting in essentially no shift of the bias voltage. 


4-73. During normal operation with the T-827/URT, PPC amplifier Q3 is conducting suf- 
ficiently to turn on clamp Q2 into saturation. Therefore, the one end of driver bias adj 
1A1R9 is clamped to ground through transistors Q2 and 1A5Q6. In this condition, the po- 
tentiometer can be adjusted over the normal range of class A operating bias for the driver 
amplifier electron tubes (0 to -24 VDC). 


4-74. When the system is not keyed, the short is removed from across resistor R8. The 
voltage drop that appears across the resistor in this condition drives the bias voltages for 
the four electron tubes into the cutoff region. Thus, the AM-3924(P)/URT is keyed on and 
off through the bias voltages applied to the four electron tubes. Resistor R45 is a pull- 
down resistor which prevents the cutoff bias applied to the driver tubes from exceeding the 
grid-to-cathode voltage rating. 


4-75. Normally, the APC-PPC output to the T-827/URT maintains the output power at 1 
KW (paragraph 4-54). However, if there is a failure in the T-827/URT APC-PPC circuits, 
the PPC voltage will rise beyond its normal level in an attempt to reduce the output power. 
This increasing level is applied through isolation diode CR5 to gradually cut off PPC ampli- 
fier Q3. As the voltage at the collector of PPC amplifier Q3 falls (becomes more negative), 
so also does the base voltage of clamp Q2. By emitter follower action, then, the voltage 

at the bottom of Driver Bias Adj potentiometer 1A1R9 also falls, reducing the gain of the 
driver tubes until proper power output is obtained. Diode CR18 keeps any reverse base- 
to-emitter voltage at clamp Q2 from exceeding safe limits. If an overload occurs, or the 
tuning motor is energized, the keying circuit produces a key interlock signal (paragraph 
4-64) that is applied to the base of PPC amplifier Q3. This cuts off transistor Q3, and 
clamp Q2. Therefore, the driver electron tubes will be biased at cutoff preventing opera- 
tion until tuning is complete or the reason for the overload is removed. Resistor R6 and 
Capacitor C6 determine the amplitude and duration of the negative pulse applied to the -30 
VDe lead to the T-827/URT to suppress turn-on transients when the exciter is keyed 
(NAVSHIPS 0967-032-0010). er Maush es iO’ EJ-2c00 *Volo 


4-76. TEST DATA. Pertinent references and applicable data for the bias power supply 
are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


c. Printed Circuit Board 1A1A6, Component and Test Point Locations, Figure 5-15. 
d. Driver Bias Adjustment Procedure, Paragraph 5-5. 


e. Radio Frequency Amplifier AM-3924(P)/URT, DC power Control, Servicing 
Block Diagram Figure 4-24. 
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f. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) PC Board Extender (Paragraph 5-44) 


g. Transistor DC Voltage Measurements, Table 5-5. 


4-77. OVERLOAD CIRCUIT. 


4-78. GENERAL. The overload circuit (figure 4-10) consists of an overload detector, a 
20 VDC switch, and various gates, switches, and indicators. The function of this circuit 

is to monitor the cathode current of the two final amplifier tubes, the RF output voltage 
from the final amplifier tubes, the flow of cooling air, and the temperature of the PP-3916/ 
UR. If any of these are abnormal the overload circuit trips, unkeying the system and en- 
ergizing an indicator lamp and alarm to provide visual and audible indication of the overload 
condition. The circuit can be reset by a front panel switch. 


4-79. CIRCUIT DESCRIPTION. Four inputs to the circuit are used to monitor for an 
overload condition as follows: 


a. The RF output voltage from the plates of the final amplifier tubes is sampled by 
capacitive voltage divider C35-C36, detected by diode CR13, and developed across base 
resistor A5R8. Resistor R20 completes the DC path for diode CR13. Capacitor C37 is an 
RF bypass capacitor. 


b. The voltage developed across the cathode resistor for final amplifier tube V1 is 
applied to base resistor A5R8 through RF decoupling network R7-C27-A5C5 and OR gate 
A5CR15. 


c. The voltage developed across the cathode resistor for final amplifier tube V2 is 
applied to base resistor A5R8 through RF decoupling network R8-C28-A5C4 and OR gate 
A5CR16. 


d. When the temperature of the PP-3916/UR is within safe limits and cooling air is 
being circulated through the AM-3924(P)/URT, ground is applied through the thermal 
switch in the PP-3916/UR, interlock switch S9, and air vane switch S1 to the cathode of 
diode A5CR13. Therefore, the full 20 VDC applied to resistor R21 is dropped across that 
resistor. If the thermal switch in the PP-3916/UR opens (temperature overload), if the 
cover is removed from the final amplifier (opening interlock switch $89), or if air vane 
switch S1 opens (air flow interrupted), the ground path to the cathode of diode A5CR13 is 
broken. This allows part of the 20 VDC to be developed across base resistor A5R8 through 
OR gate A5CR14. 

Ze Cas RF by rG5S. 

4-80. When the voltage any one of the input lines exceeds the threshold voltage devel- 
oped by resistors A5R6 and A5R7, overload detector A5Q3 is forward biased. This turns 
on 20 VDC switch A5Q2.° Transistor A5Q3 also draws enough current from the keying cir- 
cuit through isolating diode A5CR5 to energize the key interlock circuit (paragraph 4-68) 
to prevent keying of the set. Diode A5CR5 prevents key interlock signals from tripping 
the overload circuit. Resistor A5R3 maintains 20 VDC switch A5Q2 cut-off when overload 
detector A5Q3 is not energized. When 20 VDC switch A5Q2 energizes, overload detector 
A5Q3 is locked on through diode A5CR6. Also, 20 VDC is applied through diode A5CR32 
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to OVERLOAD indicator lamp DS5 and through switch S6 (when set at ALARM) to overload 
alarm DS1. This energizes both the alarm and indicator, providing both visual and audible 
indication that an overload exists. Resistor A5R9 and capacitor A5C6 provide a millisec- 
ond delay in the latching of the circuit allowing extremely short overloads to pass without 
unkeying the system. Once energized, the overload circuit will remain off until primary 
power is removed or Overload switch S6 is momentarily set at RESET. When Overload 
switch S6 is set at RESET, clamp A5CR6 is disabled. If the overload was of a momentary 
nature, the overload circuit will be reset, releasing the key interlock and allowing opera- 
tion to be resumed. However, if the overload remains the circuit will again pick up and 
prevent operation until the overload is located and removed. 


4-81. When the time elapsed meter reaches 1000 hours, its contacts close, applying 20 
VDC to the OVERLOAD indicator and alarm. This serves as a reminder that the electron 
tubes should be checked for possible replacement. However, since diode A5CR32 is now 
reverse biased, overload detector A5Q3 will not be turned on and normal keying of the set 
will not be inhibited. 


4-82. TEST DATA. Pertinent references and applicable test data for the overload circuit 
are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


ec. Printed Circuit Board 141A5, Component and Test Point Locations, Figure 5-14. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


e. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) PC Board Extender (Paragraph 5-44) 
f. Transistor DC Voltage Measurements, Table 5-5. 
4-83. TUNING CIRCUIT. 


4-84. GENERAL. The tuning circuit (figure 4-11) consists of a decoder, an encoder, two 
bandswitches, a motor, a motor relay, and a gating circuit. The function of this circuit is 
to automatically position the bandswitches in the final and driver transformer assemblies 
according to the selected operating frequency. 


4-85. CIRCUIT DESCRIPTION. An open-seeking circuit that employs a five-wire coding 
scheme is used to automatically position the bandswitch assemblies in the driver and final 
transformer assemblies according to the selected operating frequency (paragraphs 4-33 and 
4-39). Nineteen bands are used to cover the 2.0 to 30.0 MC frequency range, and thus nine- 
teen different five-wire codes are required for tuning (Table 4-1). The code is generated 
either externally (FREQUENCY MC switch S7 set at AUTOMATIC) by an encoder in the 
T-827/URT or internally by an encoder deck in switch S7 (FREQUENCY MC switch S7 set 

at one of the nineteen MC positions). In either case, a series of opens and grounds is 
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applied to the five code lines, through which the code is connected to decoder switch deck 
A4S1C. This established a ground path through contact 3 of A4S1C-front, terminal 6 of 
A4TB1, gate A5CR1, to pin 6 of motor drive relay K8. Since pin 2 of relay K3 is at 28 
VDC, relay K3 energizes, connecting 130 VAC to motor B2. The motor rotates the decoder 
switch and the two bandswitches until the decoder code is the complement of the code gener- 
ated by the encoder. At this time, the ground path to relay K3 is broken, de-energizing 
motor B2. 


TABLE 4-1. TUNING CODE CHART 


CODE LINES CODE LINES 
BAND 12 383 4 s | BAND 1 2 838 4 «5 


10.0 to 12. 
12.0 to 14. 
14.0 to 16. 
16.0 to 18. 
18.0 to 20. 
20.0 to’ 22. 
22.0 to 24. 
24.0 to 26. 
26.0 to 28. 
28.0 to 30. 
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4-86. Both the encoder and the decoder consist of a "master" section and an "image" sec- 
tion which is the mirror image of the master. The image sections are required to complete 
the ground path in certain combinations of encoder-decoder position (paragraph 4-87). 


4-87, Figure 4-11A shows the circuit tuned for an operating frequency in the 2.0 to 2.5 
MC band. This can be seen by noting that decoder master A4S1C pattern (1, 1, 1, 1, 0) is 
the complement of encoder master S7A pattern (0, 0, 0, 0, 1). Suppose, however, that the 
AM-3924(P)/URT had previously been tuned to the 2.5 to 3.0 MC band (one position clock- 
wise), and that FREQUENCY MC switch 87 has just been set at the 2.0 to 2.5 MC band 
(figure 4-11B). In this situation contacts 3 and 7-8-9 of the decoder master are connected, 
but this does not complete the ground path to relay K8 since code lines 1 through 3 are not 
grounded by encoder $7 master. Instead, the ground path is provided through the image 
decks: from S7A-20front to S7A-l1front to A4S1C-5 rear to A4S1C-6 rear to S7A-2 rear to 
S7A-3 rear to A4S1C-7 front to A4S1C-3 front to terminal 6 of the relay. Thus the relay 
energizes and motor B2 turns the decoder and bandswitches. The masters and images en- 
sure that there will always be a ground path for any combination of encoder and decoder 
positions until the decoder reaches the unique position corresponding to that of the encoder. 


4-88. TEST DATA. Pertinent references and applicable data for the tuning circuit are as 
follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 
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c. Driver Transformer Assembly 1A1A4, Schematic Diagram, Figure 5-25. 


d. Driver Transformer Assembly 1A1A4, Component and Test Point Locations, 
Figure 5-13. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Bottom View, Component Locations, 
Figure 5-8. 


f. Radio Fequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


g. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
4-89. MULTIPURPOSE METER CIRCUIT. 


4-90. GENERAL. The multipurpose meter circuit (figure 4-12) consists of a meter, 
switch, detector circuit, and various voltage dividers. The function of this circuit is to 
allow the important parameters of the amplifier to be monitored. 


4-91. CIRCUIT DESCRIPTION. Eight parameters are monitored as follows: 


a, When the Multipurpose meter switch is set at DRIVER 2 AMPERES, the voltage 
developed across resistor A1R1 by the cathode current of electron tube A1V2 is applied 
through calibrating resistor A1R3 and contacts 1 and 9 of switch S5 to meter M1. There- 
fore, the cathode current of electron tube AlV2 can be measured or monitored. Capacitor 
A1C18 is an RF bypass. 


b. When the Multipurpose meter switch is set at DRIVER 1 AMPERES, the voltage 
developed across resistor A1R2 by thecathodecurrent of electron tube A1V1 is applied 
through calibrating resistor A1R4 and contacts 2 and 9 of switch $5 to meter M1. There- 
fore, the cathode current of electron tube A1V1 can be measured or monitored. Capacitor 
A1C14 is an RF bypass. 


c. When the Multipurpose meter switch is set at PA PLATE 2 AMPERES, the voltage 
developed across resistor R27-R28 by the cathode current of electron tube V2 is applied 
through calibrating resistor R4 and contacts 3 and 9 of switch 85 to meter M1. Therefore, 
the cathode current of electron tube V2 can be monitored or measured. Capacitor C19 is 
an RF bypass. 


d. When the Multipurpose meter switch is set at PA PLATE 1 AMPERES, the voltage 
developed across resistor R25-R26 by the cathode current of electron tube V1 is applied 
through calibrating resistor R38 and contacts 4 and 9 of switch S5 to meter M1. Therefore, 
the cathode current of electron tube V1 can be monitored or measured. Capacitor C7 is an 
RF bypass. 


e. The RF input to the AM-3924(P)/URT is coupled by capacitor A1C18 to voltage 
doubler-detector circuit AlCR1-CR2. The negative peaks of the RF input signal are clamped 
to ground by diode A1CR2. The positive peaks of the RF input signal are then detected by 
diode A1CR1, filtered by capacitor A1C17, and developed across base resistor A6R4, re- 
sulting in a DC signal equal to the peak-to-peak input voltage. Emitter follower A6Q1 pro- 
vides the current gain required to operate the meter. Its output is applied through dropping 
resistor A6R3 and contacts 5 and 9 of switch S5 to meter M1. When Multipurpose meter 
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switch S5 is set at INPUT POWER 0-150 MW, meter M1 indicates RF input voltage ona 
scale calibrated in terms of RF power. Resistor A6R2 serves as a load for transistor 
A6Q1 when switch S5 is in some other position. 


f. The 2250 VDC output from the PP-3916/UR (1A2J1-R) or PP-3917/UR (TB1-4) is 
applied to the plates of final amplifier electron tubes V1 and V2 and to meter dropping re- 
sistors A7R16 through A7R20. Therefore, the plate voltage for the final amplifier tubes 
can be measured or monitored when the Multipurpose meter switch is set at PA PLATE 
VOLTS. Resistor A7R21 prevents the voltage at terminal A7E6 from rising to 2250 VDC 
when switch S5 is not set at PA PLATE VOLTS. 


g. The 500 VDC output from the PP-3916/UR (1A2J1-M) or PP-3917/UR (TB1-5) is 
applied through fuse F7 to terminal 1 of A1TB1 for application to the plates of the driver 
amplifier electron tubes. The 500 VDC is also applied through the parallel connected cur- 
rent limiting resistors A7R1 through A7R3 to the screen regulator (paragraph 4-108) and to 
meter dropping resistors A7R13 and A7R14. Therefore, the plate voltage for the driver 
amplifier electron tubes can be measured or monitored when the Multipurpose meter switch 
is set at DRIVER PLATE VOLTS. Resistor A7R15 prevents the voltage at terminal A7E1 
from rising to 500 VDC when switch S5 is not set at DRIVER PLATE VOLTS. 


h. The 287 VDC at the J6 output of the screen voltage regulator is applied to meter 
dropping resistors A7R7 and A7R8. Therefore, the screen voltage to the final and driver 
amplifier electron tubes can be measured or monitored when the Multipurpose meter switch 
is set at PA-DRIVER SCRNS VOLTS. Resistor A7R9 prevents the voltages at terminal 
A7E5 from rising to 287 VDC when switch S5 is not set at PA-DRIVER SCRNS VOLTS. 


4-92. TEST DATA. Pertinent references and applicable data for the metering circuit are 
as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Printed Circuit Board Assembly 1A1A7, Component and Test Point Locations, 
Figure 5-16. 


ec. Driver Tube Assembly 1A1A1, Component and Test Point Locations, Figure 5-10. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Bottom View, Component Loca- 
tions, Figure 5-8. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


f. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


g. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) Signal Generator SG-582/U 


h. Transistor DC Voltage Measurements, Table 5-5, 
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switch $5 is set at INPUT POWER 0-150 MW, meter M1 indicates RF input voltage ona 
scale calibrated in terms of RF power. Resistor A6R2 serves as a load for transistor 
A6Q1 when switch S5 is in some other position. 


f. The 2250 VDC output from the PP-3916/UR (1A2J1-R) or PP-3917/UR (TB1-4) is 
applied to the plates of final amplifier electron tubes V1 and V2 and to meter dropping re- 
sistors A7R16 through A7R20. Therefore, the plate voltage for the final amplifier tubes 
can be measured or monitored when the Multipurpose meter switch is set at PA PLATE 
VOLTS. Resistor A7R21 prevents the voltage at terminal A7E6 from rising to 2250 VDC 
when switch S5 is not set at PA PLATE VOLTS. 


g. The 500 VDC output from the PP-3916/UR (1A2J1-M) or PP-3917/UR (TB1-5) is 
applied through fuse F7 to terminal 1 of A1TB1 for application to the plates of the driver 
amplifier electron tubes. The 500 VDC is also applied through the parallel connected cur- 
rent limiting resistors A7R1 through A7R8 to the screen regulator (paragraph 4-108) and to 
meter dropping resistors A7R13 and A7R14. Therefore, the plate voltage for the driver 
amplifier electron tubes can be measured or monitored when the Multipurpose meter switch 
is set at DRIVER PLATE VOLTS. Resistor A7R15 prevents the voltage at terminal A7E1 
from rising to 500 VDC when switch S5 is not set at DRIVER PLATE VOLTS. 


h. The 287 VDC at the J6 output of the screen voltage regulator is applied to meter 
dropping resistors A7R7 and A7R8. Therefore, the screen voltage to the final and driver 
amplifier electron tubes can be measured or monitored when the Multipurpose meter switch 
is set at PA-DRIVER SCRNS VOLTS. Resistor A7R9 prevents the voltages at terminal 
A7E5 from rising to 287 VDC when switch S5 is not set at PA-DRIVER SCRNS VOLTS. 


4-92. TEST DATA. Pertinent references and applicable data for the metering circuit are a 
as follows: Yy 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Printed Circuit Board Assembly 1A1A7, Component and Test Point Locations, 
Figure 5-16. 


c. Driver Tube Assembly 1A1A1, Component and Test Point Locations, Figure 5-10. 


d. Radio Frequency Amplifier AM-3924(P)/URT, Bottom View, Component Loca- 
tions, Figure 5-8. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


f. Radio Frequency Amplifier AM-3924(P)/URT, Main Signal Flow, Servicing Block 
Diagram, Figure 4-22. 


g. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) Signal Generator SG-582/U 


h. Transistor DC Voltage Measurements, Table 5-5, 
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4-93. INITIAL TURN-ON CIRCUIT. 


4-94. GENERAL. The initial turn-on circuit (figure 4-13) consists of various transformers, 
switches, fuses, and jumpering schemes. The primary function of this circuit is to direct 
phases A and B of the primary power to the power supply for conversion to 115 volt, single 
phase primary power for the T-827/URT and AN/URA-38. The actual means of developing 
this power depends on whether the PP-3916/UR or PP-3917/UR is used with the system, 

i.e. whether the primary power is 60 or 400 CPS. 


4-95, CIRCUIT DESCRIPTION, When PRIMARY POWER switch 1A1S4 is set at ON, phases 
A and B of the primary power are applied to terminals 11 and 12 of terminal board 1A1TB1. 
These two phases are interlocked to prevent operation when the chassis is extended from the 
case. From terminal board 1A1TB1, phases A and B are applied (phase A through standby 
relay 1A1K2) to terminal board 1A1TB4 for connection to the internal power supply when the 
system is placed in standby (paragraph 4-99). Also, from terminal board 1A1TB2, phases 
A and B of the primary power are applied either to the PP-3916/UR or PP-3917/UR. 


4-96. When the PP-3916/UR is used, phases A and B of the primary power are applied to 
terminals 23 and 24 of the PP-3916/UR terminal board 2A1TB1. Both phases A and B are 
interlocked to prevent operation when the hinged front panel is opened. From terminal 
board 2A1TB1, phases A and B are applied through one of two jumpering schemes to the 
primary of transformer 2A2T2. The jumpering scheme used depends on whether the primary 
line-to-line voltage is 440 or 208. Transformer 2A1T2 has two 60 CPS outputs; 115 volts 
and 24 volts. The 115 volt output from winding 31-30 is applied through the interconnecting 
cabling to the AM-3924(P)/URT, from which it is supplied as primary power through con- 
nector 1A2A1J% to the T-827/URT and through connector 1A2A1J@to the AN/URA-38. The 
24 volt output from transformer 2A1T2 is applied to the PP-3916/UR 400 CPS inverter, 

one side first being switched by standby relay 1A1K2 (paragraph 4-99). 


4-97. When the PP-3917/UR is used, phases A and B of the primary power are jumpered 
through fanning strip 1A1A8P1 to the primary of transformer 1A1A8T1. The 115 VAC, 400 
CPS single phase output from transformer 1A1A8T1 is applied through fanning strip 1A1A8P2 
to terminals 3 and 4 of the AM-3924(P)/URT terminal board 1A1TB2 and terminals 1 and 10 
of terminal boards 1A1TB2 and 1A1TB1, respectively. From terminals 3 and 4 of terminal 
board 1A1TB2, the 115 volts is applied as primary power to the T-827/URT and AN/URA-38 
through connectors 1A2A1J% and 1A2A 136, respectively. From terminal 10 of terminal 
board 1A1TB1 and terminal 1 of terminal board 1A1TB2, the 115 volt output is applied to 

the blower and indicator lights (paragraph 4-99), one side first being switched by standby 
relay 1A1K2. 


4-98. TEST DATA, Pertinent references and applicable data for the initial turn-on circuit 
are as follows: 


a. Radio Frequency Amplifier, AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23, 


b. Radio Frequency Amplifier, AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


c. Power Supply PP-3916/UR, Schematic Diagram, Figure 5-28. 


d. Power Supply PP-3917/UR, Schematic Diagram, Figure 5-27. 
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e. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


f. Radio Frequency Amplifier AM-3924(P)/URT, Case, Component Locations, 
Figure 5-17. 


g. Power Supply PP-3916/UR, Component Locations, Figure 5-20. 
h. Power Supply PP-3917/UR, Component Locations, Figure 5-18. 


i. Radio Frequency Amplifier, AM-3924(P)/URT, DC Power Control, Servicing 
Block Diagram, Figure 4-24. 


j. 60 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-25. 
k. 400 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-26. 
1. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
4-99. STANDBY POWER DISTRIBUTION CIRCUIT. 


4-100. GENERAL. The standby power distribution circuit (figure 4-14) consists of a relay, 
and various power supply and switching circuits. The function of this circuit is to produce 
all voltages required to operate the AM-3924(P)/URT, except the high voltages required by 
the electron tubes in the final and driver amplifiers. 


4-101. CIRCUIT DESCRIPTION. After intial turn-on has been accomplished at the AM- 
3924(P)/URT (paragraph 4-93) further control of the system is accomplished from the T-827/ 
URT. When the T-827/URT Mode Selector switch is set at STD BY, the 28 VDC standby- 
operate output from the T-827/URT is applied to pin 2 of standby relay 1A1K2. Since the 
other side of standby relay 1A1K2 is at ground, relay 141K2 energizes. This connects phase 
A of the primary power through contacts 7 and 4 to terminal 1 of terminal board 1A1TB4. 
(Phase B of the primary power was directly applied to terminal 13 of terminal board 1A1TB4 
at the time that the PRIMARY POWER switch was set at ON (paragraph 4-93).) This line-to- 
line voltage is applied through one of three jumpering schemes to the primary windings of 
transformer 1A1T1. The exact jumpering scheme used depends on the line-to-line voltage 
of the primary power: 440, 208, or 115. Transformer 1A1T1 has six secondary windings: 
windings 24-25 and 22-23 provide the 6.0 VAC required by the filaments of the two electron 
tubes in the final amplifier. Winding 16-17 is used to produce the 13.5 VAC required by the 
filaments of the two electron tubes in the driver amplifier. Winding 18-19 produces the AC 
input voltage required by +12 VDC remote power supply (paragraph 4-116). Winding 13-14- 
15 produces the AC input voltage required by the 11, 20, 28 VDC power supply (paragraph 
4-110). Winding 20-21 produces the AC input voltage required by the bias power supply 
(paragraph 4-70). In addition, if the primary power is 60 CPS, the 115 VAC output from 
winding 20-21 is applied through fanning strip 1A1P5 and terminal board 1A1TB2 to time 
elapsed meter 1A1B3. If the primary power is 400 CPS, the 28 VDC output from the 11, 20, 
28 VDC power supply is applied through fanning strip 1A1A8P1 to the PP-3917/UR 60 CPS 
inverter, which converts the 28 VDC to 120 and 180 VAC 60 CPS power. The 120 VAC is 
applied through fanning strip 1A1A8P1 and terminal board 1A1TB2 to time elapsed meter 
1A1B3, and the 130 VAC output from the 60 CPS inverter is applied through fanning strip 
1A1A8P1 and terminal board 1A1TB2 to the tuning circuit. (When the primary power source 
is 60 CPS, 115 VAC is applied to the tuning circuit at the time of initial turn-on through 
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terminals 3 and 4 of terminal board 1A1TB2 from the PP-3916/UR.) Therefore, regardless 
of the frequency of the primary power, the time elapsed meter and the tuning motor have the 
required 60 CPS power applied for operation. 


4-102. The AM-3924(P)/URT indicator lamps and blower required 115 VAC, 400 CPS single 
phase power for operation. This power is developed when tne system is placed in standby 

as follows. If the primary power source is 400 CPS, the 115 VAC, 400 CPS output from 
transformer 1A1A8T1 after initial turn on (paragraph 4-93) is applied through contacts 3 and 
8 of standby relay 1A1K2, terminal board 1A1TB2, fanning strip 1A1A8P1, terminal board 
1A1TB1, BLOWER 1.0 A fuse 1A1F4 to one side of the blower and through operate relay 
1A1K1 contacts 6 and 10 to STANDBY indicator 1A1DS2. Since the common side of the 115 
VAC output from the PP-3917/UR is applied directly through fanning strip 1A1A8P1 and 
terminal board 1A1TB1 at the time of initial turn-on, the blower and STANDBY indicator 
lamp 1A1DS82 both energize, indicating that the system is in a standby condition. 


4-103. If the primary power source is 60 CPS, the PP-3916/UR is not used and fanning 
strip 1A1A8P1 is not connected. In this condition, the 24 VAC output from the PP-3916/UR 
is applied to the standby relay at the time of initial turn-on (paragraph 4-93), instead of the 
115 VAC 400 CPS when the PP-3917/UR is used. This 24 VAC is applied through contacts 

3 and 8 of standby relay 1A1K2, terminal board 1A1TB2, fanning strip 1A1P5, and the inter- 
connecting cabling to the full wave rectifier bridge in the PP-3916/UR 400 CPS inverter. 

The 115 VAC, 400 CPS output produced by the inverter (paragraph 4-127) is applied to 
POWER ON indicator lamp 2A1DS1 and interconnecting cabling, to the AM-3924(P)/URT 
STANDBY indicator lamp and blower. Therefore, the indicator lamps and blowers have 115 
VAC, 400 CPS power switched to them at the time the system is placed in standby, regardless 
of the frequency of the primary power. 


4-104. Thus, when the system is placed in standby, all voltages required for operation of 
the tuning, protection, control, filament, blower, indicator lamps, and time elapsed meter 
circuits are available. The only voltages not yet available are the high voltages required 
for powering the plates and screens of the electron tubes of the final and driver amplifiers 
(paragraph 4-106). 


4-105. TEST DATA. Pertinent references and applicable data for the standby power dis- 
tribution circuit are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. : 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


c. Power Supply PP-3916/UR, Schematic Diagram, Figure 5-28. 
d. Power Supply PP-3917/UR, Schematic Diagram, Figure 5-27. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


f. Radio Frequency Amplifier AM-3924(P)/URT, Case, Component Locations, 
Figure 5-17. 


g. Power Supply PP-3916/UR, Component Locations, Figure 5-20. 


ORIGINAL 4-45 


Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
4-105h TROUBLESHOOTING 


h. Power Supply PP-3917/UR, Component Locations, Figure 5-18. 


i. Radio Frequency Amplifier AM-3924(P)/URT, DC Power Control Servicing Block 
Diagram, Figure 4-24. 


j- 60 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-25. 
k. 400 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-26. 
4-106, OPERATE POWER DISTRIBUTION CIRCUIT. 


4-107. GENERAL. The operate power distribution circuit (figure 4-15) consists of two 
relays, a relay driver transistor, a regulator circuit and one of two high voltage power 
supplies, depending on the frequency of the primary power. The function of this circuit is 
to produce the 2250 and 500 VDC voltages required by the plate and screen circuits of the 
final and driver amplifiers. 


4-108. CIRCUIT DESCRIPTION. When the T-827/URT Mode Selector switch is set at any 
of its operate positions, the 20 VDC operate output from the T-827/URT is applied to the 
contacts of time delay relay 1A1K4. Three minutes after application of heater power, (when 
the system is placed in standby, paragraph 4-99) time delay relay 1A1K4 energizes, allowing 
the 20 VDC to reach voltage divider 1A1A5R19-20. The time delay is provided to allow the 
cathodes of the electron tubes to reach operating temperature (prior to application of plate 
and screen voltages). Since the emitter of relay driver 141A5Q7 is at ground through the 
power supply interlock line (paragraph 4-77), the voltage applied to divider 1A1A5R19-20 
turns relay driver 1A1A5Q7 on into saturation, effectively grounding terminal 2 of relay 
1A1K1. This energizes operate relay 14i1K1. Therefore, three phase primary power is 
applied to terminals 1, 2, and 3 of terminal board 1A1TB1, from which it is applied to 
either the 60 CPS or 400 CPS high voltage power supply, depending on the frequency of the 
primary power. In either case, the high voltage power supply converts the three phase 
primary power to 2250 VDC and 500 VDC. These DC voltages are applied to the plate cir- 
cuits of the electron tubes in the final and driver amplifiers, respectively. The 500 VDC is 
regulated to provide screen voltages in 6.2 volt steps between 287 and 318 VDC for both the 
final and driver amplifiers. Energizing operate relay 1A1K1 also extinguishes the STANDBY 
indicator lamp and in its place energizes the OPERATE indicator lamp. 


4-109. TEST DATA. Pertinent references and applicable data for the operate power dis- 
tribution circuit are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Radio Frequency Amplifier AM-3924(P)/URT, Case, Schematic Diagram, 
Figure 5-26. 


c. Power Supply PP-3916/UR, Schematic Diagram, Figure 5-28. 
d. Power Supply PP-3917/UR, Schematic Diagram, Figure 5-27. 


e. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations, 
Figure 5-7. 


f. Printed Circuit Board 1A1A5, Component and Test Point Locations, Figure 5-14. 
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g. Radio Frequency Amplifier, AM-3924(P)/URT, Case, Component Locations, 
Figure 5-17. 


h. Power Supply PP-3916/UR, Component Locations, Figure 5-20. 
i. Power Supply PP-3917/UR, Component Locations, Figure 5-18. 


Radio Frequency Amplifier AM-3924(P)/URT, DC Power Control, Servicing 
Block Diagram, Figure 4-24. 


k. 60 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-25. 
1. 400 CPS High Voltage Distribution Servicing Block Diagram, Figure 4-26. 
m. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) PC Board Extender (paragraph 5-44). 
n. Transistor DC Voltage Measurements, Table 5-5. 
4-110. 11, 20, AND 28 VDC POWER SUPPLY. 
4-111. GENERAL. The 11, 20, and 28 VDC power supply (figure 4-16) consists of two full 


wave rectifiers, a regulator, anda filter. The function of these circuits is to produce all 
the low DC voltages required for operation of the AM-3924(P)/URT control circuits. 
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Figure 4-16. 11, 20, and 28 VDC Power Supply, Simplified Schematic Diagram 
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4-112. CIRCUIT DESCRIPTION. The output from winding 13-15 of transformer 1A1T1 is 
full-wave rectified by diodes CR22 through CR25, producing an unfiltered VDC output whose 
average value is 28V. This voltage is used to energize the AM-3924(P)/URT relays and is 
applied through the 28 VDC switch circuit (paragraph 4-64) to energize the T-827/URT T/R 
relays. The 28 VDC connection to the relays is interlocked through pin b of connector P1 
and 1A1J4 and pins a and z of connectors 1A1J5 and 1A1A6P1. This interlock is provided so 
that the system can not be energized if either printed circuit board is removed from the 
equipment, therefore preventing operation in the absence of the control circuits. 


4-113. Since a bridge rectifier such as CR22 through CR25 always grounds whichever side 
of the transformer is instantaneously the negative side, the other side of the transformer 
(the side not grounded at any instant) must always be positive with respect to ground. Since 
terminal 14 of transformer 1A1T1 is the center-tap of a transformer which feeds a bridge 
rectifier, it follows that it also must always be positive with respect to ground, but with a 
voltage equal to one-half that of the full winding. Therefore, the voltage at terminal 14 is a 
full-wave rectified signal that is one-half of the full (28 VDC) output. Diode CR21 allows 
capacitor 1A1C31 to charge up to the peak value of the voltage present at terminal 14. This 
constitutes the 20 VDC supply. Its output is applied to the 11 VDC regulator (paragraph 4- 
114), the overload circuit, and one contact of the elapsed time meter. 


4-114. Voltage divider R25-CR19-CR20 provides a stable +12.4 VDC reference for the two 
emitter followers (Q11 and Q10) which constitute the 11 VDC regulator. The output voltage 
from the regulator is normally 11.2 VDC because 0.6 VDC is lost across each silicon tran- 
sistor. Resistors R34 and R35 absorb some of the power which is dissipated by the regulator 
circuit, allowing the transistors to run cooler than would otherwise be possible. 


4-115. TEST DATA. Pertinent references and applicable test data for the 11, 20, and 28 
VDC power supply are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Printed Circuit Board 1A1A5, Component and Test Point Locations, Figure 5-14. 


c. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Location, 
Figure 5-7. 


d. Radio Frequency Amplifier AM-3924(P)/URT, DC Power Control, Servicing 
Block Diagram, Figure 4-24. 


e. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
(2) PC Board Extender (paragraph 5-44) 
f. Transistor DC Voltage Measurements, Table 5-5. 
4-116. REMOTE +12 VDC POWER SUPPLY. 
4-117. GENERAL. The remote +12 VDC power supply (figure 4-17) consists of a full wave 
rectifier and filter, and a two stage current amplifier regulator circuit. This circuit pro- 


vides a floating regulated 12 VDC which is available at transmitter switchboard connector 
1A2A1J2 for remote use. 
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NOTE: 


Figure 4-17. Remote +12 VDC Power Supply, Simplified Schematic Diagram 


4-118. CIRCUIT DESCRIPTION. The output from winding 18-19 of transformer 1A1T1is 
fullwave rectified by diodes CR26 through CR29, filtered by capacitor 1A1C30, and applied 
to the voltage reference circuit (R26, é, CR30, CR31). Zener diodes CR30 and CR31 

provide a stable 12.4 VDC reference for two emitter followers (Q12 and 1A1Q1) which con- 
stitute the +12 VDC regulator. Capacitor C2 filters the current for Zener diodes CR30 and 


CR31 so the reference voltage will be essentially ripple-free, thus assuring very low ripple 
at the regulator output. 


4-119. TEST DATA. Pertinent reference and applicable test data for the remote +12 VDC 
power supply are as follows: 


a. Radio Frequency Amplifier AM-3924(P)/URT, Chassis, Schematic Diagram, 
Figure 5-23. 


b. Printed Circuit Board 1A1A5, Component and Test Point Locations, Figure 5-14. 


c. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component and Test 
Point Locations, Figure 5-7. 


d. Radio Frequency Amplifier AM-3924(P)/URT, DC Power Control, Servicing 
Block Diagram, Figure 4-24. 
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e. Required Test Equipment: | 
(1) Multimeter AN/PSM-4 
(2) PC Board Extender (paragraph 5-44) 
f. Transistor DC Voltage Measurements, Table 5-5. 
4-120. 60 CPS INVERTER. 
4-121. GENERAL. The 60 CPS inverter (figure 4-18) is a saturable core oscillator. The 
function of this circuit, which forms a part of the PP~3917/UR, is to produce two single 


phase, 60 CPS outputs when the system is being operated from a 400 CPS primary power 
source; 120 VAC to power the time elapsed meter and 130 VAC to power the tuning motor. 
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Figure 4-18. 60 CPS Inverter, Simplified Schematic Diagram 


4-122. CIRCUIT DESCRIPTION. The 60 CPS inverter utilizes a saturable core transformer 
oscillator circuit to develop a square wave AC output from the 28 VDC input fro: ine AM- 
3924(P)/URT internal power supply. When the AM-3924(P)/URT is set at standby, the 28 
VDC supply is energized (paragraphs 4-99 and 4-110). This voltage is applied through peak 
detecting diode CR1 imary-windine-(4-3-2) oftrarsYorner- TL, 
Resistors R2 and R4 pull the bases of transistors Q1 and Q2 toward ground, tending to turn 
both transistors on. \Since the two sides of the circuit are never precisely balanced, one 
transistor will tend tg conduct more strongly than the other. 
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4-123. Assume that transistor Q1 is the one which conducts more strongly. This conduction 
induces a voltage in winding 3-4 with a polarity that makes terminal 3 more positive than 
terminal 4. Then by transformer action, terminal 4 is more positive than terminal 5, ter- 
minal 2 is more positive than terminal 3, and terminal 1 is more positive than terminal 2. 
Therefore, transistor Q2 becomes reverse biased and transistor Q1 becomes more strongly 
forward biased. Due to the positive feedback loop between base and emitter through feed- 
back winding 4-5, the collector-to-emitter current flow will regeneratively increase rapidly 
until the transistor is driven into saturation When this occurs the primary voltage can no 
longer increase and a condition of quasi-stable equilibrium is maintained During this equi- 
librium period, the voltage drop across the transistor is small, and essentially the full 28 
VDC is dropped across winding 3-4 of transformer Tl. With a constant voltage across the 
winding, both the current and the magnetic flux increase until the core reaches saturation, 

a process requiring about 8.3 MSEC. At this time, the exciting current required by the 
transformer exceeds that which can be supplied by the transistor, so the current can rise no 
more. Therefore, transistor Q1 is regeneratively turned off, ending the first half cycle. 

As the flux in the transformer collapses, the polarity of the voltages induced in the trans- 
former is opposite to that originally induced. Therefore, transistor Q2 becomes turned on 
and is regeneratively driven to saturation. Transistor Q2 then continues to conduct until the 
transformer core is driven into negative saturation. The flux will then again collapse, 
regeneratively turning transistor Q2 off and transistor Q1 back on, completing a full cycle. 
This switching action continues at a rate of 60 CPS, as determined by the magnetic, elec- 
trical, and dimensional characteristics of transformer T1, and the value of the supply volt- 
age. The peak voltage from the emitter of either transistor Q1 or Q2 to ground is approx- 
imately twice the supply voltage, or 56 volts, 


4-124. As the transistors turn on and off, spikes are produced in the circuit. Diodes CR2 
and CR3 preclude possible transistor damage by preventing these spikes from pulling the 
emitters of the transistors below ground. Similarly, capacitors C2 and C3 bypass to ground 
any potentially damaging spikes at the bases. Resistors R1 and R3 limit the base current in 
transistors Q1 and Q2 to the correct value. 


4-125. The AC voltage induced in the primary of transformer T1 is coupled by transformer 
action to the secondary. The 130 VAC developed between terminals 6 andg is applied to 
pins 5 and 6 of fanning strip P2 for connection to the tuning circuit (paragraph 4-99). The 
120 VAC developed between terminals 6 and is applied to pins 7 and 8 of fanning strip P2 
for connection to the time elapsed meter (paragraph 4-99). When the tuning motor is ener- 
gized, these voltages drop about 10% because of the heavy load imposed by the tuning motor. 
These voltages are higher than the 115 VAC applied during operation with a 60 CPS primary 
power source, since a higher peak square wave voltage is required to obtain the effects of a 
sine wave voltage. 


4-126. TEST DATA. Pertinent references and applicable data for the 60 CPS inverter are 
as follows: 


a. Power Supply PP-3917/UR, Schematic Diagram, Figure 5-27. 
b. Power Supply PP-3917/UR, Component Locations, Figure 5-18. 
c. 60 CPS inverter 1A1A8A1, Component Locations, Figure 5-19. 


d. 400 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-26. 
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e. Required Test Equipment: 
(1) Oscilloscope AN/USM-117 
(2) Multimeter AN/PSM-4 
f. Transistor DC Voltage Measurements, Table 5-5. 


4-127. 400 CPS INVERTER. 


4-128. GENERAL. The 400 CPS inverter (figure 4-19) is a saturable core oscillator. The 
function of this circuit, which is a part of the PP-3916/UR, is to produce a 115 VAC, 400 
CPS, single phase output to power the blower and indicator lamps when operating from a 60 
CPS primary power source. 
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Figure 4-19. 400 CPS Inverter, Simplified Schematic Diagram 


4-129, CIRCUIT DESCRIPTION. The 400 CPS inverter functions exactly like the 60 CPS 
inverter. When the system is placed in standby, the 24 volt output from 2A2T1 is switched 
through the AM-3924(P)/URT standby relay (paragraph 4-99) to full-wave rectifier bridge 
CR4 through CR7. The resulting 25 VDC output is filtered by capacitors C2 and C3 and 
applied to the center tap of transformer Tl. The inverter then turns on and functions exactly 
like the 60 CPS inverter (paragraph 4-120). Diodes CR10 and CR11 provide protection 
against excessive base-to-emitter voltage. When the 400 CPS inverter turns on, POWER ON 
indicator lamp 2A1DS1 lights. 
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4-130. TEST DATA. Pertinent references and applicable data for the 400 CPS inverter 
are as follows: 


a. Power Supply PP-3916/UR, Schematic Diagram, Figure 5-28, 
b. Power Supply PP-3916/UR, Component Locations, Figure 5-20. 
c. 60 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-25. 
d. Required Test Equipment: 
(1) Oscilloscope AN/USM-117 
(2) Multimeter AN/PSM-4 
e. Transistor DC Voltage Measurements, Table 5-5. 
4-131. 60 CPS HIGH VOLTAGE POWER SUPPLY. 


4-132. GENERAL. The 60 CPS high voltage power supply (figure 4-20) consists of a three- 
phase transformer, three three-phase diode blocks, and various other parts and connections. 
The function of this circuit is to produce the 2250 and 500 VDC required by the four electron 
tubes in the driver and final amplifiers when operating from a 60 CPS primary power source. 


4-133. CIRCUIT DESCRIPTION. When the system is placed in an operate condition (para- 
graph 4-106), the three phase primary power is applied to pins A, B, and C of connector 
2A2J1, from which it is routed through one of two jumpering schemes to the primary windings 
of transformer 2A2T1. The primary is a wye type winding of which each leg consists of two 
windings. The windings are jumpered together according to the magnitude of the three phase 
voltage. The output from transformer 2A2T1 consists of three secondary windings: two 

wye type and one delta type. 


4-134. The output from wye winding 19-20-21 is full wave rectified by three phase diode 
stack CR1 to produce 500 VDC. This 500 VDC is filtered by capacitor C1, and applied 
through terminal 2A1TB1-14 and fuse F1 to pin M of connector 2A2J1 from which it is con- 
nected to the AM-3924(P)/URT (paragraph 4-106). The 500 VDC is used as plate voltage 
for the two electron tubes in the driver amplifier and as input to the screen regulator to pro- 
vide screen voltage for all four final and driver amplifier electron tubes. - my, 

hesistors AIRIA AIBD Serve & bleeper reslS7ors, 
4-135. The output from wye winding 22-23-24 is full wave rectified by three phase diode 
stack CR2 to produce 1125 VDC. This 1125 VDC is used as the return for three phase diode 
stack CR3. The output from delta winding 25-26-27 is full-wave rectified by three phase 
diode stack CR3, producing an 1125 VDC that is added to the 1125 VDC output from three 
phase diode stack CR2. This results in the required 2250 VDC that is applied through ter- 
minal 2A1TB1-15 and pin R of connector 2A2J1 to the AM-3924(P)/URT (paragraph 4-106). 
This 2250 VDC is filtered slightly by capacitor 1A1C49 and is used as plate voltage for the 
two electron tubes in the final amplifier. A wye and delta winding are used to produce the 
2250 VDC rather than a single winding since the phase relationships inherent in this combin- 
ation produce one-quarter the ripple amplitude and twice the ripple frequency as compared 
with a single winding, thus ampHfjing filter requirements. 
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4-136. TEST DATA. Pertinent references and applicable data for the 60 CPS high voltage 
power supply are as follows: 


a. Power Supply PP-3916/UR, Schematic Diagram, Figure 5-28. 
b. Power Supply PP-3916/UR, Component Locations, Figure 5-20. 
ec. 60 UPS High Voltage Distribution, Serciving Block Diagram, Figure 4-25. 
d. Required Test Equipment: 
(1) Multimeter AN/PSM-4 
4-137. 400 CPS HIGH VOLTAGE POWER SUPPLY. 


4-138. GENERAL. The 400 CPS high voltage power supply (figure 4-21) consists of a 
three-phase transformer, three three-phase diode stacks, and various other parts and con- 
nections. The functions of this circuit is to produce the 2250 and 500 VDC required by the 
four electron tubes in the driver and final amplifiers when operating from a 400 CPS primary 
power source. 


4-139. CIRCUIT DESCRIPTION. The 400 CPS high voltage power supply functions basically 
like the 60 CPS high voltage power supply. When the system is placed in an operate con- 
dition (paragraph 4-106), the three phase primary power is applied to terminals 1, 2, and 3 
of 1A1TB1, from which it is routed through 1A1A8P1 to the primary winding of transformer 
1A1A8T2. The output from transformer 1A1A8T2 consists of three secondary windings. 


4~140. The output from secondary wye winding 10-11-12 is full wave rectified by three-phase 
diode stack CR8 to produce 500 VDC. This 500 VDC is filtered by capacitor C1, and applied 
through 1A1A8P1 to terminal 5 of 1A1TB1. The 500 VDC is used as plate voltage for the 

two electron tubes in the driver amplifier and as input to the screen regulator to provide 
screen voltage for all four final and driver amplifier electron tubes. Resistors A2R6 and 
A2R7 serve as a bleeder resistor. 


4-141. The outputs from delta winding 4-5-6 and wye winding 7-8-9 are rectified by three- 
phase diode stacks CR1 and CR2 to produce 2250 VDC in the same manner done in the 60 
CPS high voltage power supply (paragraph 4-135). The 2250 VDC from the rectifiers is 
applied through 1A1A8P1 to terminal 4 of 1A1TB1. This 2250 VDC is used as plate voltage 
for the two electron tubes in the final amplifier. Resistors A2R1 through A2R5 serve as a 
bleeder resistor. 


4-142. TEST DATA. Pertinent references and applicable data for the 400 CPS high voltage 
power supply are as follows: 


a. Power Supply PP-3917/UR, Schematic Diagram, Figure 5-27. 

b. Power Supply PP-3917/UR, Component Locations, Figure 5-18. 

c. 400 CPS High Voltage Distribution, Servicing Block Diagram, Figure 4-26. 
d. Required Test Equipment: 


(1) Multimeter AN/PSM-4 
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4-143. SYSTEM TROUBLESHOOTING 


4-144. Table 4-2 is not intended to be a complete troubleshooting chart. 


NAVSHIPS 0967-191-7010 


Paragraph 
4-143 


However, it pro- 


vides information that may isolate a problem area without the requirement of a detailed 


analysis. 


TABLE 4-2. 


SYMPTOM 


No RF output; final plate current 
increases with increased RF 
input. 


High reflected power 


Impossible to reach 1KW output; 
driver current decreases with 
increased RF input. 


Essentially no RF output; no in- 
crease in final plate current with 
increase in RF input. 


FREQUENCY MC dial does not 
stop at correct position. 


System does not energize. 


Motor 1A1B2 does not 
de-energize. 


ORIGINAL 


TROUB LESHOOTING 


PROBABLE FAULT 


Short to ground or an open circuit in final 
transformer assembly 1A1A2. 


1. Mistuned antenna coupler. 
2. Open or shorted transmission line. 


1. PPC ADJ 1A1R11 or PWR control 
1A1R13 misadjusted. 

2. 500V 1.5A fuse in PP-3916/UR or 500 
VDC 1.5A fuse in AM-3924(P)/URT 
open. 

3. Faulty PPC circuit in T-827/URT. 


1. Driver tube assembly 1A1A1 not 
properly seated, or fault in assembly. 

2. Driver transformer assembly 1A1A4 not 

properly seated, or fault in assembly. 

. Open resistor 1A1R24. 


. If the switch in final transformer assem- 
bly 1A1A2 also stops out of position, 
the coupling on driver transformer as- 
sembly 1A1A4 has slipped. 

2. If the switch in final transformer assem- 
bly 1A1A2 does stop in correct position, 
the set screws in FREQUENCY MC dial 
are loose. 

3. Open, shorted, or mis-wired code line 
between case connector 1A2A1J7 and 
switch S1 in driver transformer assem- 
bly 1A1A4. 


1. Misaligned interlock switch 1A2S1 or 
1A2S82. 

2. NORM-AUX switch 3A1S7 in T-827/URT 
set at AUX.. 


1. Shorted or miswired code line between 


case connector 1A2A1J7 and switch S1 
in driver transformer assembly 1A1A4. 


4-59 


Table 4-2 NAVSHIPS 0967-191-7010 AN/URT~-23(V) 


TROUBLESHOOTING 
TABLE 4-2. TROUBLESHOOTING (Cont) 
SYMPTOM PROBABLE FAULT 
de-energize. (Cont) bly 1A1A4 does not pick up the mating 


Motor 1A1B2 does not 2. Coupling on driver transformer assem- 
coupling. 
3. Shorted diode 1A1A5CR2 (if antenna 
coupler is connected). 


Can't key system from T- oh Jumper missing between pins B and D of 
® 


Fg = (a 
Ueto bilder A 


connector 1A2A1J8. 


a ft) 


driver transformer assembly 1A1A4 
or final transformer assembly 1A1A2. 
2. Coaxial cable between AM-3924(P)/ 
URT and antenna coupler is not 50 
ohms. 
3. Misadjustment of APC and PPC circuits. 


| Excessive final plate current. 1. Mistuned transformer assembly in final 
transformer assembly 1A1A2. 
2. Open coupling capacitor in final trans- 
former assembly 1A1A2. 


Low screen voltage Diode (1A1CR3 through 1A1CR6) in screen 
regulator shorted. 


System will not go to operate 1. Printed circuit board 1A1A5 and/or 
1A1A6 not properly seated in the 
chassis connectors. 

2. Faulty 1A1K4 

3. If overload trips, then airvane switch 
1A1S1, RF interlock 1A1S89, or Power 
supply interlock 2A182, 2A1S3, 2A1S4 
may be faulty. 


Low RF power output. 1. Mistuned transformer assembly in 
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r—_iH5V, 1¢, 60CPS 
COMMON HOT 


1. Prefix incomplete reference designations with 1A1. 


P/O 
TB2 


06 P/O TB2 590 
2. Heavy lines indicate main signal paths. 


| . _ PANO 
8, Letters outside transistor and tube blocks indicate element. 


| : | . 
Pn WIRE, CODE c 
i i i { ‘ TO KEY INTERLOCK | ; 
4. Equipment keyed, in CW mode, with 1 KW output. i : CIRCUIT | ! 
(SEE FIG 4-24) | 
i | P/O ! 28VDC i} 
5. Measurements made with ANAISM-116. 5 WIRE 3 an oa) | | FROM J4-b | 
FROM FINS 1 P/O > 4 
T-s27/urT 79°49 DECODING | A4TBI-6 | ASPI MOTOR _ 
i SWITCH E c 6 RELAY 
A4SIC P/O P/O | P/O KB Antenna R 
~ Ja ASPI ; 4 ; on Re lad 12 
ENCODING sa, I | Chan g @ oucw P7 
SWITCH Ne we ena ne rere 1- To 


$7-| 


penn eee ee - -- 
/ / | TX RECEIVER 
1-2 VAC _ _ /TPI__ 20-40VAC(RF) / i iy (IF USED) 
(RF) —— J / j |A2J4 
/ 
© / | 
IA2s1A2 \A2 1A2 TO 
ug Pl Jl TBI-I2 DRIVER DRIVER FINAL FINAL A2PI A3 J2 P4 P5 i r ANTENNA OR 
RF NEON aoe AMPLIFIER TRANSFORMER AMPLIFIER TRANSFORMER |__a4 VSWR BRIDGE | ANTENNA 
T-827/URT i ised Nod Nee VI& V2 ASSY vi-v2 ASSY Nee | | r COUPLER 
a 8122 | A4 4 CX 15008 A2 Eq es es E7 
O 
I 


TBI-13 K APC-PPC 
: vee Hep ; 
INPUT PA BIAS ; 
POWER (SEE FIG 4-24) RI4 a TUNE POWER CKT 
DETECTOR - J5-S _ 
GRI-CR2 Z) 


INSI4 
TBI-I0} DRIVER | PLATE AMPERES 


DRIVER 2 PLATE AMPERES Oo 0 |4 POWER METER 
MULTIPURPOSE $5 5 


\ P/O 
\ REFL PWR REFL PWR 33 
\ 0-150 0-1500 
\ TO KEYLINE 


METER . 
~--_-J-____ -5 Co (SEE FIGURE 4-24) 
[TBI-8 __ _P/OAt | +28 VDC 
DRIVER BIAS ! 
(SEE FIGURE 4-24) PLO CURRENT 8 
AMPLIFIER ° INPUT POWER 
c AGQl i 
P/O 2NI613 non . INPUT POWER 
ys ! AMPERES 0-150 MW 
i] 
PA PLATE | —_ VOLTS 
2250 VDC RESISTOR DRIVER PLATE VOLTAGE 
[PA PLATE 2] —— —— | PAPLATE | 
500 VDC ASSEMBLY PA PLATE VOLTAGE ! PA PLATE @ 
A7 
t 
{ DRIVER | _—— ; —— | DRIVER PLATE 
I ”" 
SCREEN ; 
| / 
REGULATOR | DRIVER 2 _/” / NL PA DRIVER 
FROM | CIRCUIT , SCREENS 
ee eo ae ee ee ee -_—/ 


Figure 4-22. Radio Frequency Amplifier 
AM-3924(P)/URT, Main Signal Flow, 
Servicing Block Diagram 
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NOTES: 


Prefix incomplete reference designations with 1A1A6. 
Heavy lines indicate main signal paths. 

Letters outside transistor blocks indicate element. 
Equipment keyed, in CW mode, with 1 kw output. 


Equipment keyed, 1 kw average output: 3 to 6 VDC (pulses with 
peaks of 9v); AM-3924(P)/URT in tune condition, 9 + 1.0 VDC. 


Equipment keyed, AM mode, no modulation: +4 to +5 VDC 
(Reading will change with frequency). 


Equipment in standby or any operate mode except tune, unkeyed. 


Equipment any mode except tune, 0 to 3 VDC, tune mode, 
22 +2 VDC. 


All measurements made with AN/USM-116. 
Francis ter (ASAE @I® Tape shovld be 
2MvW2¢064. Ste fable 7, factory 
Change pom ber Ss, 
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! AMPLIFIER AMPLIFIER DRIVER See ue” Bae 
Qi2 Qi3 Qi4 CRIS Qs 
2Ni6i3 2N1132 2NI1613 INSI4 2NIGI3 


2 VDC 
NOTE 4 P/O 
STABILIZATION Pl APC D 
VOLTAGE J 
TPI ; FROM POWER ees -— 
P/O P/O SUPPLY (SEE 3 { 
IAS = Pl FIGURE 4-24) IALRI2 
p APC DETECTOR CW 
R23 R25 oe eas E 
THRESHOLD EMITTER 
Breck DETECTOR ee FOLLOWER 
B QI0 | 
P/O IAIJ5 D) eNilee 2NI613 , 
a 
a“ 
cw 
LAIRI3 > 
NOTE 7 P/O P/O 2 
fs THRESHOLD Bi a 
0 ou (c) REFERENCE |B Si ed ] 
1.740.3 voc! Qt 3 f 
, P/O IAlJ5 eG ILRI ! 
P/O Pl PPC 
PPC DETECTOR aaa TO PPC AMPL IN 
E aS == BIAS SUPPLY 
ee (SEE FIGURE 4-24) 
-150 VDC 
poe ATTENUATOR 
(SEE FIGURE 65 
4-24) aN 
P/O P/O P/O P/O 
IA2AI IA2 IAL IAL P/O aes 
TUNE POWER J6 Bor aes: tO. SEY ae SWITCH RI 
SIGNAL FROM ->——*——> 41 5 Qi? 
aN dhe syecea eee 
P/O IAIS3 NOTE 
KEY SWITCH 8 
NORMAL SWITCH 
aig 
4 = TO A¥7 2N398A 
Ae TUNE 
KEY 
CW/FSK 
GRD FROM G6 >—“s0@ <u 
T-B27/URT py P/O P/O P/O P/O 
IA2AI IA2 IAI IAL Pl 
J7 P3. al3 J5 


R17 


ORIGINAL 
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4-23 
NOTE 
6 
APC TO 
Vv — 5 4 7-827/URT 
P/Q P/O P/O P/O P/O 
Pr Al tAi 1A2 IA2Al 
J5 J3 P3 J7 
P/O P/O P/O P/O 
P/O ‘Al IAI ee 1A2Al 
J 3 J7 
fi a : 5S ——————> 7 PPC TO 
: T-827/URT 
P/O P/O P/O P/O 
P/O. IAI IAL 1A2 IAZAl 
Pl JS J3 P3 J? 20VDC 
——“54 XT CARRIER 
INSERT 
CLASS B DRIVE TO T-827/URT 


TO BIAS CIRCUIT 
(SEE FIGURE 4-24) 


Figure 4-23. APC-PPC Circuit, Servicing 
Block Diagram 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 Figure 


TROUBLESHOOTING 4-24 
NOTES: 

po [RO app A NOTE -—— OO Or I? ee TO OTT TT 

1. Prefix incomplete reference designations with 1A1. Ja! Pl TPS (10) NOTE 12 

HIGH VOLTAGE DETECTOR ———7—~<D 
‘ V2 CATHODE t A P/O P/O dxgsors 20 VDC R48 fa oS BIAS VOLTAGE 
2. Light lines indicate auxiliary or secondary signal paths. =e BTEC TOR Pl M TIME ELAPSED FROM ABG-DEC CIRCUIT > Hm Gre Aigore 4-22) 
VI CATHODE ———XR Cj onvel3 6 4 (SEE FIGURE 4-23) i | 

xe [Crt 7828 WAC 6 OFS 

3. Letters outside transistor blocks indicate element. Numbers on coils and transformers POWER SUPPLY INTERLOCK ——"—<X XC30-2)(SEE FIGURES 4-25, 

indicate terminal numbers. 


CLAMP 
CR6 IN277 


EMITTER 
FOLLOWER 
Q2i 
2NI6I3. 


4-26) 
ALARM OVERLOAD 
DISABLE 0S5 | 
$5 & [RESET 


SWITCH 


PA BIAS 


ay 
a! 
ALARM 30 


4, Output from floating 12 volt supply T-827/URT in remote, equipment keyed from 
C-1138 radio set control in any operate mode, positive meter lead connected to 
A5TP4, negative lead connected to ASTP3, 11.8 + 0.5 VDC. 


H 


15 VAC TO TB2-9,i0 
T i SEE FIG. 4/25, 9am) 


NEGATIVE OC TO 
APC-PPC CIRCUIT 
(SEE FIGURE 4-23) 


5. Equipment in any operate mode, unkeyed, 11.2 + 0.5 VDC. 


g i 
6. Equipment in standby or any operate mode, | Nore 
8 
VOLTAGE 
7. Eout t in standb RECTIFIER REGULATOR i va 
uipme Ss $ - . = C RI4- CR4 q 
» Equipmen andby or any mode: key up, -130 VDC +20%; key down, -72 VDC 45%. cee” STABILIZATION >/0 IN30338 R? ; ; TO AITBI-8 
| VOLTAGE TO APC CIRCUIT B ! ' <-———> DRIVER BIAS VOLTAGE 
8. Equipment in standby or operate key up, -90 + 10 VDC; operate, key down -5 + 2 VDC 3¢ d (SEE FIGURE 485) PPC i ott TO AIVI & Alv 
’ 3 Op » Key ’ PRIMARY POWER P/0 2/0 AS ee a Pe _ FILTER SHAPER AMPLIFIER CLAMP le +> o>} Ro 
depending on setting of R9; key down, interlocked (motor relay energized, overload 208 OR 440 V Lee acre cee R6- C6 onecen oniel3 rane DRIVER BIAS ADJUST 
circuit tripped, coupler interlock grounded, or alarm switch held at reset) -33 + 4 60 CPS P/O TN ~ r , Foreied| R45 1 ft 
VDC (SEE FIGURES e col P/O p/o b=------- 415% B FROM c | ' 
. 5-19,5-20) | PI Ja | P/O VOLTAGE DETECTOR RB Afz30vOC 10 
H b J5 28 VDC REGULATOR (SEE RB 4-23) ' F> 4 55 17827/URT 
{ ae OSE TO TBI-6 1N30338 .S Az iADAI7 
9. Equipment interlocked (motor relay energized, overload circuit tripped, coupler ty cha2_25 28 vDc AND TO RELAYS J3 LY: 
! 
interlock grounded, or alarm switch held at reset), 10 + 1 VDC; equipment not inter- |: _ Noye eS) m | ance P/O PI ANTENNA 
LL 
locked, 0.5 1 VDC. act + 28 voc lvoe -- pious € TO “ P79 P/0 CHANGEOVER 
| soa. J2 64 (SEE FIGURE 
{ P/O 
. : izi ! FULL WAVE MITTER __—___—, ra J4 ie 4-22) 
10 een see eee sneering motor relay or grounding coupler interlock only, p és RECTIFIER EMITTER, | vee _ — —S—_—_ * B-- = 1A2 - 
bd ‘ CR2i QlO Gli te ee eee 
; otherwise, DC. 13.5 VAC TO ! IN36II 2NI6I3 co reas 
i 3 H 
. FILAMENTS NOTE 
11. Equipment in operate: key up, =97+-10-VDE; key-dewn, -36-+2 VDC VOLTAGE 8 oo i o 6 
Neg pater tot ; ~ , ° : naas CRIS -CR2O 2Nn3o6A 8 
ctr Pr Ne e ~O, 7; eo. pia cRI9- 
© qgratertXx& presenT , ~O. lv pe  Neqty.S VOC. 1 IN753A | KEY SWITCH GRO ve 
12, Equipment in standby or operate, unkeyed, 0 VDC; key down, in any AM or SSB mode, 60 VAC TO 2/0 E Kk >+——T0 
. . P/O ! T-827/URT 
no signal, 1.0 + 0.5 VDC; key down, any mode, with signal, 1.0 - 4.0 VDC; overload cinaments, — | re [AZ 12 ANN2 
condition, 9.9+1.0 VDC. | SIT B+ | KEY INTERLOCK a> 
Q4- 2N404 I I 
k ' FLOATING | \ GRD KEYLINE TO 
BRIDGE VOLTAGE i2 VDC rh «(coca Kev] ANTENNA COUPLER 
13, All measurements taken with AN/PSM-4. | Ree aS CRSOLCRSr ; FOR FROM TUNING 
; IN36II IN753A ACCESSORIES (SEE FIG.4-22) po AS 
H 28V ' J3 P3 28 VOC 
EMITTER EMITTER ! 
FOLLOWER FOLLOWER _ 7/0 swiTcy po FF. 1 aS! RT 
Qi 62>-____-~<z Q 
eN297A lIA2AI P/O 2Ni6I3 J4 IA2ZANN7 


GROUND KEYLINE J6 J3 
INTERLOCK FROM Bo? 44-——_<B 0 


C-3698/URA-38 


P/O AS 


Figure 4-24. Radio Frequency Amplifier 
AM-3924(P)/URT, DC Power Control, 
Servicing Block Diagram 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 Figure 
TROUBLESHOOTING 4-25 
s outside transistor blocks indicate element. Numbers 


TO DRIVER AMPLIFIER ANODES AM - 3924 (P)/URT CHASSIS IAI 
~asurements except test points R, 8, and T taken with 


500 VDC 
P/O 500 VDC 


10 P/O P/O P/0 


asformers and coils indicate terminal numbers. PP-3916/UR UNIT 2 — — ~~ YF 
1 P 
i w3 iA2 JI |A2P3 
sM-4 with respect to ground. | io [op | ol 500 VOC A2ul ned _ AITBI-! 
pes 3} alee 4 2250 voc ip Bil De © 
. | |. 318 + 1S VOC 
measurements taken with AN/USM-117. an SV 60 CPS 1¢ RET RS Th < ae RESISTOR ° 
| BOARD 
6 CL 6 G38 / 
+. 4s s 115V 60 CPS 1¢ \ Jil 318.0V 
rements taken between indicated points. a2 to fe! FILTER P/O és Cb —__+<- ¢— 1X40 € AMPLIFIER VOLTAGE 
23_[ [5 2] RECTIFIER AITBI 24 VAC HOT | | | | L ANODES REGULATOR JIO 311-8V | pe VOLTAGE PG 
: j2a [je 3} ANCRe yo tK & r<3e CR3-CRII yo 305.6 | EAS FOR — TO FINAL AMPLIFIER VI SCREEN 
ment in any operate mode. | 24 VAC SWITCHED r dsr g OV TINA eR TTT PT 
_ £ a 3% 60 CPS P/O A2TBI Ha—_1Kn + — < ys 299.4V( SCREEN — TO FINAL AMPLIFIER V2 SCREEN 
/ fF / nq h ov ld hb e ane gf (sta nda ra S) ‘ PRIMARY POWER 400 CPS 250 VP~P K ct _lx K | 35 3-1N3002B VOLTAGE 
FROM AM- 3924 (P)/URT —J— — — — 0 SQUARE WAVE l | l |-1N3000B U7 293.2V 
x. . Ww (SEE FIG 5-21 FOR 26 | |e 2} rectirier NOTE L L }-———Ke 5-IN753A 
see fable [-%) téctoryg change Me €. Prinany PR DISTR) erodes} lees soye-p aances— NOTE ak se 2870¥ a 
© 
ne i SQUARE WAVE , P P€ <34€ ___ 9» TO DRIVER AMPLIFIER SCREENS 
NOTE P/O | | | | 
3 AIT! nN €4—_-— n XK 
E : | 
28 VDC STANDBY = M€+——__----€ 52 287 +15 VDC 
31 INVERTER OPERATE FROM BLOWER ~ 
1¢ 60 CPS Malas. T-827/URT PO LOA 
IAZ Ald 
SWITCHED PRIMARY 30 115 VAC | ° r 
POWER FROM | AITI +2943 VOC 
- P P/O 
nzr2 aaah RS ! Lower @I) | 083 2 
eS a 130 +15 VAC 
a NOTE 4 [operate | STANDBY 6 
1 © 25 voc mal + | 
BRIDGE | 
28 24 VAC | 
O Retna 55 VP-P 400 CPS NOTE 4 O 
10 SQUARE WAVE N5 +15 VAC 


IN472I 
24V 5.0A NOTE 
W 
AIs4 SLOW BLOW 3 


Apte G 


5 VAC 
+10 % 


N 
EZ ° 


= z 
a 3° 

4 
som 
Oo b 


| 
| 
| 
| 
| 
| 
[ rete 28v0Cc | 
| + a 
_ 3°18 | 
| 
| 
| 
| 
| 


NOTE 4 ELAPSED eee P/O [AZ AlJ7 
TIME LFS {I Cai R\ 115 vac to 
METER H H 1 T-827/URT P/O 
43 <§S J4 
115 VAC FROM v0 “pro T 
LOW VOLTAGE 33 TA2P3 
POWER SUPPLY ; ia P/O 
(SEE FIG. 4-24) BAND SWITCH 7 115 VAC TO ASPI 
— —__~ 5 H C- 3698/URA-38 
| 
eee \ P/O 
— __ > JAZ AIG 
—— MOTOR 
28 VDC =e DRIVE 
TO TUNING CIRCUIT RELAY ha | RELAY 
me Sete | Fat ORVER 
A 
20 VDC OPERATE y¢——__53 a P/O 2NIGI3 
FROM T-827/URT P/O \ 
P/O P/O 33 J4 ASPI 
IAZAIJ7 IAZP3 | \ 
\ 
| 
28 VDC 2 Bet AY 20+1VDC 
RELAY 
K4 
TO OVERLOAD DETECTOR 
| Low a pee <x CIRCUIT (SEE FIG. (4-24) 


$9 Ss! 
HIGH VOLTAGE AIR VANE We Repl 
INTERLOCK SWITCH SWITCH 


Figure 4-25. 60 CPS High Voltage Dis- 
tribution, Servicing Block Diagram 
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NOTES; 


1, 


G. 


Letters outside transistor blocks indicate element. Numbers 
on transformers and coils indicate terminal numbers. 


All measurements except test points R, S, and T taken with 
AN/PSM-4 with respect to ground. 


These measurements taken with AN/USM-117. 
Measurements taken between indicated points. 


Equipment in any operate mode. 
2AIFt che uld be Foon g (standart) 
See fable ¢-%) Ge tory c4ange No. €. 


NOTES: 

1. Letters outside transistor blocks indicate element. Numbers 
on coils and transformers indicate terminal numbers. 

2. All measurements taken with AN/PSM-4 

3. Measurements taken between indicated points. 

4, Measurement taken with band switch motor operating. 

5. AM-3924(P)/URT in any operate mode. 
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TROUBLESHOOTING 
PP-3917/UR IAIAS “| 500 voe O TO DRIVER AMPLIFIER ANODES 
! P/O P/O SA IAIAITBI-1 
\A2 \A2 P/O . P/O IAIA7 
4.4 >< Jl ps ' 3 o P/O IAIAT ww 
S| 2250 VDC oT 8 7 tal Ey WA rE5 
52 
RECTIFIER >> it Q METER 318 + 15 VDC 


NS RESISTOR © 
>+—7X< 39 a BOARD 


>+——7X* 40 
I>-+-——- + < 38 | TO FINAL yu 318. OV 
AMPLIFIER 
4 | NODE: VOLTAGE 
" sr . ° REGULATOR Jio 31. BV - 
" *° : ins002 TkPS FON “— TO FINAL AMPLIFIER V1 SCREEN 
L - 


3 -IN3002B Jo 305. 6V | TAPS FOR _ 
1-IN3000B FINAL AMPLIFIER 
nee oa _ | < 34 J7 293. 2Vv 


| | 31 J6 287 OV 
| 6 
TO DRIVER AMPLIFIER SCREENS 
| 2a voc s STANDBY/ TA2AL | IAIAITBI-2 
—_ aa | / P/o P/O 
P/O 
iAITBI 


3 400 CPS 
PRIMARY 


PWR CR2 


T2 RECTIFIER 


PT 
5-IN753A J8 299. 4v | SCREEN — TOFINAL AMPLIFIER V2 SCREEN 
VOLTAGE 


500 VDC 


RECTIFIER 
CR3 


(SEE FIG. 5-20 
FOR PRIMARY 
PWR DISTRIBUTION) 


PRIMARY PWR jo 


sg 


Ast VAC 


P/O P/0 
u4 


tT 


115 VAC +15% 
ASPI sc | RELAY_DRIVER 
A5Q7 


uw 7,6,4,1 | 5 


P/Q P/O 


2NI6i3 


Qi 


ASPI J4 
2N2290 


P/O [A2 P/O | 
P3 IAZAW? 
| 


FROM IAITBI-6 6 
(SEE FIG. 4-24) 


WS VAC TO 


N36 ~ 
IN361| ¢ T= 827/URT TIM 


| 
Jf | 


28+ 2 VDC 


Q2 


P/O 
E5 (=) EG 3 IAZAIN6 20+ 1VDC 
O O © 

IN 7 


BANDSWITCH | a VAC TO 
MOTOR 


INVERTER Al My C-3698/URA- 38 


28 VDC MOTOR DRIVE 


(w) ELAPSED 
TIME METER EROM RELAY 
132415 VAC THNING. 
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SECTION 5 


MAINTENANCE 


5-1. GENERAL. 
NOTE 


The Naval Ship Systems Command no longer requires 
submission of failure reports for all equipments. 
Failure Reports and Performance and Operational 
Reports are to be accomplished for designated equip- 
ments (refer to Electronics Installation and Mainte- 
nance Book, NAVSHIPS 900, 000) only to the extent 
required by existing directives. All failures shall 

be reported for those equipments requiring the use of 
Failure Reports. 


5-2. This section contains maintenance, adjustment, and parts replacement procedures 

for the AN/URT-23(V). For performance standards tests and preventive maintenance refer 

to NAVSHIPS 0967-191-7040, Reference Standards Book for Radio Transmitting Set AN/ 
URT-23(V). Where applicable, the following procedures include interface information and 
instructions for the T-827/URT as part of the AN/URT-23(V). For complete maintenance 

and adjustment procedures for the T-827/URT, refer to NAVSHIPS 0967-032-0010, Technical 
Manual for Radio Transmitter T-827/URT. or Mavsh. p+ D496) - d00~-F0/0 


5-3. TUNING AND ADJUSTMENT. 


5-4, There are no adjustment procedures required for the PP-3916/UR or the PF-»917/UR. 
For AM-3924(P)/URT power output and meter calibration adjustments, refer to Section 2 
adjustment procedures (paragraph 2-34). 


5-5. DRIVER TUBES 1A1A1V1 and 1A1A1V2 BIAS ADJUSTMENT. 


5-6. When the plate current of either driver tube 1A1A1V1 or 1A1A1V2 is greater than 400 
milliamperes or less than 260 milliamperes while the AM-3924(P)/URT is keyed, the driver 
tube bias requires adjustment. To adjust the bias proceed as follows (Refer to figure 5-6 for 
parts location): 


a. Loosen eight captive screws on front panel and slide AM-3924(P)/URT chassis out 
from case. 


b. Defeat two interlock switches on AM-3924(P)/URT case by pulling switch plungers 
straight out. 


c. Loosen lock nut on DRIVER BIAS ADJ 1A1R9 (figure 5-6) and set maximum CCW. 
d. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 


e. Set T-827/URT Mode Selector switch at STD BY. Wait five minutes for AM-3924 
(P)/URT to warm up. 
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f. Set T-827/URT Mode Selector switch at USB or LSB. 


g. Set AM-3924(P)/URT Multipurpose Meter switch at DRIVER PLATE VOLTS. 
Multipurpose meter should indicate 500 eo VDC at nominal line voltage. 
+ O 
h. Set AM-3924(P)/URT Multipurpose meter switch at PA-DRIVER SCRNS VOLTS. 
Multipurpose meter should indicate 290 430 VDC at nominal line voltage. 
t60 
NOTE 


Do not speak into microphone while performing this 
procedure. 


i. Open access door on AM-3924(P)/URT front panel and set Key switch at LOCAL 
KEY. 


j- Set Multipurpose Meter switch alternately at DRIVER 1 AMPERES AND DRIVER 2 
AMPERES and observe Multipurpose meter while slowly rotating DRIVER BIAS ADJ clock- 
wise. 


k. Set DRIVER BIAS ADJ for an indication of 320 milliamperes for tube which is in- 
dicating lowest plate current. 


1. When tube indicating lowest plate current is set for 320 milliamperes, plate cur- 
rent of other tube should be betwee and 400 milliamperes. If it is not, the tube is de- 
fective and should be replaced, or is a defect in the circuit. Tighten lock nut on 
DRIVER BIAS ADJ. 


m. Set AM-3924(P)/URT Key switch at NORMAL. 
n. Set T-827/URT Mode Selector switch at OFF. 
o. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 


Release chassis slide locks and slide AM-3924(P)/URT chassis into case, securing 
it with eight captive screws on front panel. 


5-7. POWER AMPLIFIER TUBES 1A1V1 AND 1A1V2 SCREEN VOLTAGE ADJUSTMENT. 


5-8. The difference between the plate currents of AM-3924(P)/URT power amplifier tubes 
1A1V1 and 1A1V2 should not exceed 40 milliamperes. When the difference exceeds 40 
milliamperes, compensating adjustments in screen voltages should be made to reduce the 
difference, in order to maintain equal load sharing between the two tubes. To adjust the 
screen voltages proceed as follows: 


WARNING 


Lethal voltages exist within the AM-3924(P)/URT dur- 
ing operation. Screen voltage (300 VDC) is present at 
jacks J6 through J11. De-energize the equipments. 
Refer to NAVSHIPS 900, 000 Electronics Installation and 
Maintenance Book High-Voltage Adjustment Precautions 
before proceeding. 
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a. Loosen eight captive screws on azont panel of AM-3924 (P)/URT and slide chassis 
out from case. 


b. Defeat two interlock switches on AM-3924 (P)/URT case by pulling switch plungers 
straight out. 


c. Set AM-3924 (P)/URT PRIMARY POWER switch at ON. 


d. Set T-827/URT Mode Selector switch at STD BY. Wait five minutes for AM-3924 
(P)/URT to warm up. 


e. Set T-827/URT Mode Selector switch at USB or LSB. 


f. Set AM-3924 (P)/URT Multipurpose Meter switch at PA-DRIVER SCRNS VOLTS. 
Multipurpose Meter should indicate 29 a i VDC at nominal line voltage. 


g. Set AM-3924 (P)/URT Multipurpose Meter switch at PA PLATE VOUS: Multi- 
purpose Meter should indicate 2250 +225 VDC at nominal line voltage. 


h. Open access door on AM-3924 (P)/URT front panel and rotate PA BIAS control 
maximum CCW. 


i. Set AM-3924 (P)/URT Key switch at LOCAL KEY. 
CAUTION 


Excessive plate current will damage final power am- 
plifier tubes 1A1V1 and 1A1V2. 


j. Set AM-3924 (P)/URT Multipurpose meter switch alternately at PA PLATE 1 
AMPERES and PA PLATE 2 AMPERES and observe Multipurpose meter while slowly ro- 
tating PA BIAS control clockwise. 


k. Set PA BIAS-control so that higher of two meter indications in step j is 240 milli- 
amperes. 


1. Carefully note which final tube is drawing the higher plate current, and the differ- 
ence in plate current between the two tubes. 


m. Set AM-3924 (P)/URT Key Switch at NORMAL. 
n. Set T-827/URT Mode Selector Switch at STD BY. 


o. Locate screen voltage adjustment jacks J6 through J11 on left side of chassis 
(figure 5-6). 


p. Observe position of two plugs coded P6 (brown) and P7 (red); screen voltage taps 
for tubes 1A1V1 and 1A1V2, respectively. 
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NOTE 


Increasing the screen voltage will increase the plate 
current. Jacks J6 through J11 provide connections to 
a voltage divider network. Moving a screen voltage 
plug (P6 or P7) to a higher numbered jack will in- 
crease the plate current for that tube. 


q. Determine which plug should be moved, from observation of relative position, 
compared to difference in plate current noted in step 1. 


r. Move selected plug P6 or P7 to a new jack to decrease plate current which is high- 
est, or to increase plate current which is lowest. 


s. Repeat steps e and i through r until difference between plate currents is less than 
20 milliamperes. 


t. Repeat steps i, j and k, except set lower plate current at 240 milliamperes. 
u. Set AM-3924 (P)/URT Key switch at NORMAL. 

v. Set T-827/URT Mode Selector switch at OFF. 

w. Set AM-3924 (P)/URT PRIMARY POWER switch at OFF. 


x. Release chassis slide locks and slide chassis back into case, securing it with eight 
front panel captive screws. 


5-9. VSWR BRIDGE 1A1A3 2BPEHOPERB POWER OUTPUT CALIBRATION. 


5-10. Capacitor 1A1A3C6 will not normally have to be readjusted to calibrate the VSWR 
bridge reflected power output to the Power Meter, unless the adjustment has been disturbed 
by circuit repairs. 
5-11, TEST EQUIPMENT. The following test equipment will be required. 

a. Electrical Dummy Load DA-242/U 

b. Electronic Multimeter AN/USM-116 

c. Signal Generator SG-582/U 
5-12. INSTRUCTIONS. To calibrate the VSWR bridge for proper.x»eéheeted power indica- 
tions on the Power meter, proceed as follows: 

a. Set AM-3924 (P)/URT PRIMARY POWER switch at OFF. 

NOTE 


Lethal RF voltages are present at the AM-3924 (P)/URT 
power output connector 1A2J3 when the AN/URT-23(V) 
is keyed. Ensure that the AM-3924 (P)/URT is de- 
energized before making cable connections. 


b. Disconnect cable W8 from RF output connector 1A2J3 (figure 2-4) on rear of AM- 
3924(P)/URT case. 
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c. Connect a coaxial cable from connector 1A2J3 to DA-242/U through RF Cable 
Adapter UG-1447/USM-117. Connect AN/USM-116-to UG-1447/USM-117. Energize 
AN/USM-116 and set to measure 225 VAC, 


d. Disconnect cable W1 from RF input connector 1A2J9 on rear of AM-3924 (P)/URT 
case, 


e. Energize SG-582/U, and set it for an unmodulated RF output of approximately 0 
volts at 21 MC. Connect SG-582/U to AM-3924 (P)/URT RF input connector 1A2J9. 


f. Loosen eight captive screws on front panel slide AM-3924 (P)/URT chassis out from 
case until chassis slides lock. 


g. Remove protective shield from over left side of AM-3924 (P)/URT chassis. 


h. Defeat two interlock switches on front of AM-3924 (P)/URT case (figure 5-17) by 
pulling switch plungers straight out. 


WARNING 

Lethal voltages as high as 1200 VRF, 2250 VDC, and 
440 VAC are present within the AM-3924 (P)/URT 
chassis when the system is operating. Refer to 
NAVSHIPS 900,000, Electronics installation and 
Maintenance Book High-Voltage Adjustment Proce- 
dures before proceeding. 

i, Set AM-3924 (P)/URT PRIMARY POWER switch at ON. 

j. Set T-827/URT Mode Selector switch at USB or LSB. 

NOTE 


The AM-3924 (P)/URT will automatically remain in 
standby during the required three minute warmup. 


k. Jumper 1A1A6TP1 (Brown) to chassis ground. 


1. Set T-827/URT MCS AND KCS controls at 21.000 MC. Observe that AM-3924 (P)/ 
URT FREQUENCY WMC dial rotates until 20 to 22 is indicated in window. 


m, Set AM-3924 (P) /URT Key Switch at LOCAL KEY. 

n. Carefully set output of SG-582/U for an indication of 223.6 +1 VAC on AN/USM-116. 

o. Rotate and hold AM-3924 (P)/URT Power meter switch at REFL PWR 0-150. 

p. Insert a nonmetallic screwdriver through access hole in VSWR bridge assembly 
(figure 5-6). and carefully adjust 1A1A3C6 (BAL TRIMMER) for minimum indication on 


Power meter. 


q. Release AM-3924 (P)/URT Power meter switch (it will reset to FWD PWR 0-1500) 
and remove screwdriver from 1A1A3C6, 


ORIGINAL 5-5 


Paragraph , NAVSHIPS 0967-191-7010 AN/URT-23(V) 
5-12r MAINTENANCE 


r. Slowly adjust AM-3924(P)/URT METER CAL potentiometer 1A1R14 (figure 5-6) 
until Power Meter indicates 1 KW. (Ensure that AN/USM-116 still indicates 223.6 +1 VAC 
when performing this step.) 

s. Set AM-3924(P)/URT Key switch at NORMAL. 

t. Remove jumper from 1A1A6TP1. 

u. Set T-827/URT Mode Selector switch at OFF. 

v. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 

w. Disconnect SG-582/U and reconnect cable W1 to AM-3924(P)/URT connector 1A2J9. 

x. Disconnect DA-242/U and reconnect cable W8 to AM-3924(P)/URT Senedies 1A2J3. 


y- Release chassis slide locks and slide AM-3924(P)/URT chassis back into case, 
securing it with eight captive front panel screws. 


5-13. CHAIN DRIVE ADJUSTMENT. 
NOTE 


If PP-3917/UR is used, it must first be removed be- 
fore performing the procedure below. 


5-14. To tighten the AM-3924(P)/URT chain drive proceed as follows: 
a. Loosen eight captive front panel screws and slide chassis out from case. 
b. Release chassis slide tilt locks and tilt chassis up to expose underside. 


c. Locate two Phillips head screws which secure chain drive bracket assembly to 
main chassis, directly behind front panel (figure 5-8). 


d. Loosen two screws. 
e. Push bracket toward front panel to increase tension on chain. 
CAUTION 
The chain should be tight enough to eliminate all back- 
lash. However, too much tension on the chain drive 


will cause excessive wear to the chain drive mechanism. 


f. While maintaining light tension on chain drive bracket assembly, tighten two screws 
securing assembly to main chassis. 


g. Inspect chain and sprockets for signs of wear. Lubricate with Hi-Lo Temperature 
Grease per MIL-C-3278. 


NOTE 


Reinstall the PP-3917/UR if it was removed at the be- 
ginning of the procedure. 
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h. Release chassis tilt locks and return chassis to a horizontal position. 


i. Release chassis slide locks and slide chassis back into case, securing with eight 
captive front panel screws. 


5-15. RADIO FREQUENCY AMPLIFIER AM-3924(P)/URT ALIGNMENT 


5-16. Complete alignment of the AM-3924(P)/URT consists of tuning the driver and final 
transformer assemblies. These procedures must be performed whenever rated power out- 
put can not be obtained or excessive plate current is noted on any one (or more) frequency 
band which is not due to aging tubes or component failure. The waveform for each band 

will assume one of the configurations shown in figure 5-1. A properly aligned coil will 
generally have the frequency markers for the high and low ends of the band situated at equal 
amplitudes on the response curve, with maximum flatness between the markers except where 
shown differently on the waveforms. 


5-17. TEST EQUIPMENT. Test equipment required for alignment of the AM-3924(P)/URT 
is as follows: 


a. Radio Test Set AN/TRM-3 with Video Transfer Oscillator AN/URM~-153 (or an 
equivalent sweep generator capable of 5 MC sweep bandwidth from 1 to 35 MC, 0.5 VRF 
output, and multiple markers at 0.5, 1.0, and 5.0 MC intervals throughout the range). 


b. Electrical Dummy Load DA-242/U 
c. Detector Test Fixture (paragraph 5-18). 
d. Alignment tool. 


5-18. DETECTOR TEST FIXTURE. A small detector network will be required during 
alignment of the AM-3924(P)/URT. Figure 5-2 shows the components. Use one-quarter 
watt composition resistors, and ceramic or mica capacitors rated at or above 50 volts. 
The parts should be mounted on a surface no larger than 1/2 inch by 3/4 inch, and con- 
nected with leads not exceeding 1/4 inch. 


5-19. DRIVER TRANSFORMER ALIGNMENT INSTRUCTIONS, The driver transformer 
assemblies for the nineteen frequency bands are arranged on sixteen coilforms. Figure 
5-25 illustrates the schematic representation of the coils, while table 5-1 lists the fre- 
quencies covered by each band. To align the coils for any one band proceed as follows: 


a. Loosen eight captive front panel screws and slide AM-3924(P)/URT chassis out 
from case until slides lock. Release chassis slide tilt locks and tip chassis up to expose 
underside. 


b. Disconnect 1A2P1 (RF input) from 1A1J1 on rear of AM-3924(P)/URT chassis. 


c. Discomect 1A2P4 (RF output) from 1A1A3J2 on rear of AM-3924(P)/URT chassis. 
Connect DA-242/U to 1A1A3J2. 


d. Note position of P6 and P7, in jacks J6-11 at left rear of chassis, then unplug P6 
and P7, so that final power amplifier stage will be inoperative during alignment of driver 
coils. 


e. Connect output of AN/TRM-3 and AN/URM-153 to 1A1J1 on rear of AM-3924(P)/ 
URT chassis. 
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f. Connect test fixture fabricated in paragraph 5-18 as shown in figure 5-2. 


g. Defeat two interlock switches on front of AM-3924(P)/URT case by pulling switch 
plungers straight out (figure 5-17). 


h. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 
i. Set T-827/URT Mode Selector switch at USB or LSB. 
je Turn on all test equipment and allow fifteen minutes for warmup. 


k. For bands 1 and 2, one coil, mounted on a separate coil form, is used for each 
band (table 5-1), To align band 1 or 2, perform steps n through aa below. 


1. For bands 3 through 8, one coil is used for each band, but two coils are mounted 
on each coilform. Refer to table 5-1 to determine which coil on which coil form is to be 
aligned, and align that coil according to steps n through aa below, without disturbing align- 
ment of other coil on form. 


m. Coil assemblies for bands 9 through 19 are over-coupled double-tuned circuits with 
both coils mounted on same form. Refer to table 5-1 to determine which coil form is to be 
aligned and align both coil L1 and L2 by performing steps n through aa below. For each 
band align coil L1 first (coil nearest end where alignment tool is inserted). 

n. Set T-827 MC and KC controls at center frequency of band to be aligned. Observe 
that AM-3924(P)/URT FREQUENCY MC dial rotates until frequency range of band to be 
aligned is centered in window. 

0. Set AM-3924(P)/URT Key switch at LOCAL KEY. 


p. Set AN/TRM-3 and AN/URM-153 to sweep band to be aligned, with approximately 
0.5 volts RF output. 


q. Insert marker frequencies for center and high and low ends of band to be aligned as 
indicated in table 5-1, 


r. Carefully align coil(s) until markers for high and low ends of band are in position 
on AN/TRM-3 waveform pattern shown in figure 5-1. 


s. Set AM-3924(P)/URT Key switch at NORMAL. 


t. If more than one coil form is to be aligned, refer to step k, 1, or m to determine 
coil form number, then repeat steps n through s before proceeding. 


u. When all necessary alignments have been made, disconnect AN/TRM-3 and AN/ 
URM-153, and DA-242/U. 


v. Discomnect test fixture from Driver Transformer assembly test point 1A1A4TP1. 


w. Set AM-3924(P)/URT Key Switch at NORMAL. Set T-827/URT Mode Selector 
switch at OFF. 


x. Replace P6 and P7 in jacks from which they were removed in step d. 
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ye Reconnect AM-3924(P)/URT RF input cable connector 1A2P1 to 1A1J1. 


ze Reconnect RF output cable connector 1A2P4 to 1A1A3J2 on rear of AM-3924(P)/URT 
chassis. 


aa. Release chassis tilt locks and return chassis to horizontal position. Release chas- 
sis slide locks and slide chassis back into case, securing it with eight captive screws on 
front panel. 


5-20. FINAL TRANSFORMER ALIGNMENT INSTRUCTIONS. The final transformer as- 
semblies for the nineteen frequency bands are arranged on nineteen coil forms (figure 5-24), 
Frequency bands 1 and 2 both use coil forms 1 and 2 connected in series, and frequency 
bands 3 and 4 both use coil forms 3 and 4 connected in series. The coils for the remaining 
fifteen bands are arranged on fifteen separate forms, with two coils on each form providing 
a double-tuned circuit for each band (table 5-1). The slug tuned coils are aligned from the 
top of the form. The adjustment for the coil on the top of each form (coil L1) is color coded 
blue for identification. To align the coils proceed as follows: 


a. Loosen eight captive front panel screws and slide AM-3924(P)/URT chassis out from 
case until slides lock. 


b. Disconnect 1A2P1 from 1A1J1 (RF input) on rear of AM-3924(P)/URT. 
c. Disconnect 1A2P4 from 1A1A3J2 (RF output) on rear of AM-3924(P)/URT chassis. 


d. Set AM-3924(P)/URT DRIVER BIAS ADJ 1A1R9 (figure 5-6) maximum CCW so that 
driver stage will be inoperative during alignment procedure, 9 


e. Connect output from AN/TRM-3 and AN/URM-~153 between test point 1A1A4TP1 
(figure 5-13) on driver transformer assembly and chassis ground. Connect a 50-ohm resistor 
from 1A1A4TP1 to chassis ground. Resistor and cable leads should be 1/2 inch or less. 


f. Connect dummy load DA-138/TRM-3 to 1A1A3J2. 

g. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 

h. Set T-827/URT Mode Selector switch at USB or LSB. 

i. Turn on all test equipment and allow fifteen minutes for warmup. 

j. Set AN/TRM-3 and AN/URM-153 for approximately 0.5 volts RF output. 

k. Insert RF Coupler-Detector CU-506/TRM-3 between 1A1A3J2 and DA-138/TRM-3. 
This step must be performed after OPERATE lamp DS3 has come on; otherwise high voltage 
pulse associated with high voltage turn-on may burn out diode in CU-506/ TRM-3. 


1. Final transformer assemblies for bands 1 and 2 are mounted on coil forms 1 and 2 
and must be aligned together. Similarly, bands 3 and 4 are mounted on coil forms 3 and 4 
and must be aligned wien To align bands | 1 ayy 2 oO - and 4, roceed follows: 
$27 AM- PIR CRT Brey, Me o be ghen Oe 
(1) Set as URT-Ke- aad oie 4 ge ‘ite olay EF idgner of two bands 
to be aligned according to table 5-1 (i.e., 2.750 MC or 3.750 MC). 


(2) Set AM-3924(P)/URT Key switch at LOCAL KEY. 
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(3) Set up AN/TRM-3 and AN/URM-153 to sweep higher of two frequency bands 
to be aligned. 


(4) Insert marker frequencies as indicated for higher band according to table 5-1. 


(5) Turn blue color coded adjustments on A2 (or A4) and uncoded adjustment on Al 
(or A3) until waveform conforms to one indicated on figure 5-1 and table 5-1. 


(6) Set AM-3924(P)/ URT Key switch at NORMAL. 
Jet Arinr SIA FG) LAT Frees Me Swifcl Yo fewtn ba ung 2.0-2.5° 


(7) Set_T-827/URT-M€-and KC controts for center frequency oftuwer band{i.e. 3. o- 
2,250. MG-or 3.250-Me), Pome 


(8) Set up AN/TRM-3 and AN/URM-153 to sweep lower band. 


(9) Insert marker frequencies for high and low ends of band as indicated in table 
5-1. 


(10) Set AM-3924(P)/URT Key switch at LOCAL KEY. 


(11) Tune blue colored adjustment on Al (or A3) until waveform conforms with wave- 
form shown in figure 5-Ic. 


(12) Set AM-3924(P)/URT Key switch at NORMAL. 


(13) Repeat steps (1) through (12) above until best compromise is obtained between 
two bands. 


(14) If no other final plate transformer assemblies are to be aligned, skip step m. 


m. Coil forms 5 through 19, for frequency bands 5 through 19 (table 5-1), each contain 
two coils which form an over-coupled double-tuned circuit. To align any one of these bands 
proceed as follows: - 257 

Ser Anq-34 924% AEP eG PAG Sees ta Fo fower LIE ge 5 
(1) Set-P=827/URT KC and MC-controls-for-center frequeney—ef- -band-to-be aligned>, oe 
STS. SAL 
(2) Set AM-3924(P)/URT Key switch at LOCAL KEY. 


(3) Set up AN/TRM-3 and AN/URM-153 to sweep band to be aligned. 


(4) Insert marker frequencies at high and low ends of band to be aligned as called 
out in table 5-1. 


NOTE 


On the top of the coilforms, the primary coil adjust- 
ment is color coded blue; the secondary coil adjust- 
ment has no color coding. 


(5) Tune coil form primary and secondary until markers for high and low ends of 
band are in positions shown, and waveform conforms to waveform shown in 
figure 5-1 for that frequency band, as called out in table 5-1. 

(6) Set AM-3924(P)/URT Key switch at NORMAL. 
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n. Remove CU-506/TRM-3 and reconnect DA-138/TRM-3 directly to »revent damage 
to diode in CU-506/TRM-3 when high voltage is turned off. 


o. Set T-827/URT Mode Selector switch at STD BY. 
p. Disconnect AN/TRM-=3 and AN/URM-153. 
de | Remove the resistor from 1A1A4TPI1., 


r. Remove DA-138/TRM-3 and connect 1A2P4 to 1A1A3J2 on rear of AM-3924(P)/ 
URT chassis. 


s. Connect 1A2P1 to 1A1J1 on rear of AM-3924(P)/URT chassis. 


t. Refer to paragraph 5-5 and perform driver tubes 1A1A1V1 and 1A1A1V2 bias ad- 
justment starting with step f. 


u. Disassemble remaining parts of test setup. 
5-21. REPAIRS. 


5-22. GENERAL PARTS REPLACEMENT TECHNIQUES. 


5-23. There are no special procedures required for removal and replacement of any of the 
major assemblies of the AM-3924(P)/URT, nor are special instructions required for the 
removal of component parts from either the PP-3916/UR or the PP-3917/UR. Instructions 
for removal and replacement of assemblies and component parts within the T-827/URT are 
contained in NAVSHIPS 0967-032-0010, Technical Manual for Radio Transmitter T-827/URT. 
or NMaveh “os OFED-209 ~3gVve 
NOTE 


If either transformer 2A2T1 of 2A2T2 requires re- 
placement, the complete transformer and case as- 
sembly must be replaced. Remove the components from 
the discarded assembly and install them on the new 
transformer and case assembly. 


5-24. The socket-mounted electrolytic capacitors 1A1C29, 1A1C30, and 1A1C31, the elapsed 
time meter, and front panel mounted components on the AM-3924(P)/URT will be more 
accessible if the front panel is loosened. The front panel is secured to the chassis by 

three machine screws on each side and one in center of panel. If the top two machine 
screws on each side and one screw in panel center are removed, and the bottom ones 
loosened, the panel can be tipped forward slightly. 


CAUTION 


If all six mounting screws are removed and the front 
panel is allowed to hang without other support the chain 
and the interconnecting wires may be snapped. 


5-25. To obtain access to power amplifier tubes 1A1V1 and 1A1V2 socket assembly pro- 
ceed as follows: 


a. If tube aaa require repair, remove tubes 1A1V1 and 1A1V2 (paragraph 5-30). 
Sot Ke fs 
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TABLE 5-1 AM-3924(P)/URT TEST FREQUENCIES 


LOW END | CENTER | HIGH END DRIVER FINAL | 


FREQ. | OF BAND | COIL | FIG. 5-1 COIL | FIG, 5-1 
(MC) (MC) FORM | WAVEFORM | FORM | WAVEFORM 
Al b 


BAND | OF BAND 


Al, c 


A2, 
b Al, 
A2, 
b A3, 
A4, 
b A3, 
A4, 
b A5 
b A6 
b AT7 
b A8 
a Ag 
a Al10 
a All 
a Al2 
a Al13 
a Al4 
a Al5 
a Al6 
a Al7 
a A18 
a A19 


Note 1. Primary on Al (or A3), secondary on A2 (or A4). 
Each coil is used for two bands, with taps for 
higher frequency band (figure 5-24). 
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Note 2. Two coils, one for each band, on same coil 
form. Coil for lower frequency band is at 
end of coil form nearest opening where align- 
ment tool is inserted. 


Note 3. Two coils on same coil form connected as an 
overcoupled double tuned circuit for each band. 
Adjust both for alignment. 


WARNING 


Lethal RF and DC voltages exist on the connections and 
tube terminations. Determine that the equipment is 
fully de-energized and secured at the primary power 
source. Then short all exposed terminals to ground. 
Refer to NAVSHIPS 900, 000 Electronics Installation 
and Maintenance, high-voltage adjustment procedures 
before continuing. 


b. Remove driver tube assembly 1A1A1 (steps c throughf of paragraph 5-30). 
c. Remove driver transformer assembly 1A1A4, 
d. Remove nine screws securing bottom plate to chassis. 
e. Swing bottom plate out of way (wires need not be unsoldered). 
f. If required, remove capacitor 1A1C59, 
5-26. PRINTED CIRCUIT BOARD PARTS REPLACEMENT TECHNIQUES. 
CAUTION 
When removing the DC Power Control Assembly or the 
APC-PPC Assembly, lift up on both board retaining 
levers simultaneously, to prevent tilting of the board 
which could damage the board or socket connections. 
5-27. To remove either printed circuit board, grasp the two levers and simultaneously 
swing them upward and out. The action will automatically release the board, and extract 


it from its socket. 


5-28, When repairing the printed circuit boards, the procedures below should be carefully 
followed to avoid damage. 


a. Use a pencil-type soldering iron with 25-watt maximum capacity. If only AC- 
operated irons are available, use an isolating transformer. Do not use a soldering gun; 
damaging voltages can be induced into the components and the very high temperature 
reached in a few seconds can damage components or the circuit board. 


b. When soldering transistors or diodes, solder quickly; where wiring permits, 


use a heat sink (Such as long nosed pliers) between the soldered joint and the body of the 
part being replaced. 
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c. Excessive heat or pressure can lift the copper strip from the board. Copper that 
lifts off from the board should be cemented in place with a quick drying acetate base cement 
having good electrical insulating properties. 


d. Use only high quality rosin core solder when repairing printed circuit boards. 
NEVER USE ACID CORE SOLDER OR PASTE FLUX. 


e. <A break in the copper of a printed circuit board should be repaired by soldering a 
short length of tinned copper wire across the break. 


f. When removing parts from the printed circuit board, apply heat sparingly to the 
lead of the part to be replaced. Remove part from the printed circuit board as the iron 
heats the lead. Use an awl to carefully clean the inside of the holes left by the old part. 


g. When the part is replaced, tin the leads on the new part. Bend the clean tinned 
leads on the new part and carefully insert them through the holes in the printed circuit board. 
Bend the leads close to the foil and cut so that approximately one-sixteenth of an inch of 
lead length is left. Hold part against the board and quickly solder the leads. 


5-29. POWER AMPLIFIER TUBES 1A1V1 AND 1A1V2 REPLACEMENT. 


5-30. To remove either of the final power amplifier tubes 1A1V1 or 1A1V2 from the 
AM-3924(P)/URT, proceed as follows: 


a. Set PRIMARY POWER switch at OFF. 


b. Loosen eight captive screws on front panel and slide chassis out from case until 
chassis slides lock. 


c. Remove and set aside ten machine screws which secure safety cover over tubes 
1A1V1 and 1A1V2 on top rear of chassis (figure 5-7). 


d. Remove cover. 
WARNING 


Lethal RF and DC voltages exist on the counections 
and tube terminations. Determine that the equipment 
is fully de-energized and secured at the source. Then 
carefully short all exposed terminals to ground. Re- 
fer to NAVSHIPS 900, 000 Electronics Installation and 
Maintenance, high-voltage adjustment procedures 
before continuing. 


e. Use a screwdriver with a well insulated handle or a shorting stick to short metal 
tops of tubes 1A1V1 and 1A1V2 to ground. 


f. Carefully release tube clamp snap. Lift tube clamp off tube. 
g. Without lifting, carefully rotate tube counter clockwise approximately sixty degrees 


until tube is free in socket. (Further rotation will be prevented by a hidden pin on bottom of 
socket). 
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CAUTION 


When lifting the tube out of the socket, proceed 
slowly. If the tube catches, rock the tube gently 
to free it. Excessive force can damage tube and 
socket contacts. 


h. Lift tube straight up from socket and set it aside. 
5-31. To install afinal power amplifier tube 1A1V1 or 1A1V2 proceed as follows: 
Note 
Before replacing tube 1A1V1 or 1A1V2, carefully 
inspect tube contacts on the tube and in the tube 
socket for signs of damage, or for signs of arcing 
which could indicate loose or improperly meshing 


contacts. 


a. Observe guide pin in hole in base of tube, and orient tube so that guide pin mates 
with one of slots in center guide post in tube socket. 


b. Gently lower tube over guide post and into socket until tube touches bottom. 

c. Carefully rotate tube clockwise. Tube should rotate approximately sixty degrees, 
with moderate mechanical resistance as contacts mesh, until a hidden pin prevents further 
rotation. 

d. Push tube clamp down over tube end. 


e. Lock tube clamp snap. 


f. Replace safety cover over tubes 1A1V1 and 1A1V2, securing it with ten machine 
screws which were previously removed. 


g. Move plugs 1A1P6 and 1A1P7 (screen voltage connectors for tubes 1A1V1 and 
1A1V2), to jacks 1A1J8 and 1A1J9 (figure 5-6). 


h. If both tubes (1A1V1 and 1A1V2) are being replaced after 1000 hours of operation 
(as indicated by elapsed time meter), reset elapsed time meter (figure 5-7) to 0 with a 
small screwdriver inserted through access hole in top of meter. If only one malfunctioning 
tube is replaced, record elapsed time meter indication for future computations of hours of 
operation for new tube. 


i. Refer to paragraph 5-7 and perform the complete screen voltage adjustment for 
tubes 1A1V1 and 1A1V2. 
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5-32. DRIVER AMPLIFIER TUBES 1A1A1V1 AND 1A1A1V2 REPLACEMENT. 


5-33. To remove either of the AM-3924(P)/URT driver amplifier tubes 1A1A1V1 or 
1A1A1V2 proceed as follows: 


a. Set PRIMARY POWER switch at OFF. 


b. Loosen eight captive screws on front panel and slide AM-3924(P)/URT chassis out 
from case until chassis slides lock. 


c. Release chassis slide tilt locks and swing chassis up to vertical position. 
WARNING 


Lethal RF and DC voltages exist on the connections 
and tube terminations. Determine that the equipment 
is fully de-energized and secured at the primary 
power source. Then carefully short all exposed ter- 
minals to chassis ground. Refer to NAVSHIPS 900, 000 
Electronics Installation and Maintenance, high-voltage 
adjustment procedures before continuing. 


d. Remove shield from over terminal board 1A1A1TB1 on bottom of driver tube 
assembly (figure 5-8). 


e. Remove wires from terminal board 1A1A1TB1. (Tag each wire before removing 
to assure correct replacement). 


CAUTION 


When removing the Driver Tube Assembly, do not 
damage the spring contacts located between driver 
tube assembly 1A1A1 and driver transformer 
assembly 1A1A4, 


f. Loosen two captive screws and carefully lift Driver Tube Assembly out from 
chassis. 


g. Release tube clamp snap on tube to be removed. 


h. Place a blunt tool against base of tube through underside of socket and push tube 
out. (These tubes fit very tightly in their sockets; be prepared to catch tube when it suddenly 
pops out). 


5-34. To install a driver amplifier tube 1A1A1V1 or 1A1A1V2, proceed as follows: 
a. Orient tube to properly align pins, and plug it into socket. 


b. Engage and lock tube clamp snap. 
CAUTION 


While installing the Driver Tube Assembly observe 
that the spring contacts located between driver tube 
assembly 1A1A1 and driver transformer assembly 
1A1A4 mate properly. 
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c. Carefully guide Driver tube Assembly into position on bottom of the main chassis 
and secure by tightning two captive screws. Ensure that edges of Driver Tube Assembly 


mate properly with their slots in main chassis. 


d. Reconnect wires removed from 1A1A1TB1 to terminals noted in step e, of para- 
graph 5-34. 


e. Replace shield over terminal board 1A1A1TB1. 
f. Perform driver tube bias adjustment (paragraph 5-5). 
5-35. CHAIN DRIVE REPLACEMENT. 


5-36. To replace a broken or damaged chain in the AM-3924(P)/URT FREQUENCY MC 
drive mechanism proceed as follows: 


a. Set PRIMARY POWER switch at OFF. 
WARNING 


Lethal RF and DC voltages exist on the connections 

and tube terminations. Determine that the equipment 
is fully de-energized and secured at the primary power 
source. Then carefully short all exposed terminals 

to chassis ground. Refer to NAVSHIPS 900, 000 Elec- 
tronics Installation and Maintenance, high-voltage 
adjustment procedures before continuing. 


Note 


If PP-3917/UR is used, it must be removed before 
performing the procedure below. 


b. Loosen eight captive screws on front panel and slide AM-3924(P)/URT chassis out 
from case until chassis slides lock. 


c. Release chassis slide tilt locks and tilt chassis up to expose underside. 


d. Loosen (but do not remove) two phillips head screws which secure chain drive 
bracket to chassis (figure 5-8). 


e. Release chassis slide tilt locks and tilt chassis back to horizontal position. 

f. On each side of chassis, locate three machine screws which secure front panel. 
Remove top two and loosen bottom machine screw on each side. In addition, remove one 
screw in center of panel so that front panel will tip forward slightly. 


ge Remove damaged chain. 


h. Loosen two Allen set screws on FREQUENCY MC dial sprocket located directly 
behind front panel (figure 5-7) so that sprocket rotates freely on shaft. 
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CAUTION 
When tilting the chassis up or down during chain in- 
stallation, move the chassis slowly and carefully to 
prevent damage to the loosely secured front panel. 

i. Thread new chain around motor drive sprocket on motor 1A1B2 (figure 5-8), over 
sprockets on chain drive bracket, and around chain sprocket on FREQUENCY MC dial. 
Arrange chain so that ends meet for connection just behind chain drive bracket, underneath 
chassis. 

CAUTION 


Excessive pressure when connecting the chain ends 
will crush the chain. 


j. Connect two ends of chain by inserting connecting link into split sphere and gently 
closing sphere around line with a small pair of pliers. 


k. Tip front panel back in position and secure by replacing machine screws removed 
in stepf. Tighten all seven panel-mounting screws. 


CAUTION 


Excessive tension on the chain drive will cause 
excessive wear. 


1. Ensure that chain drive is properly engaged in all sprockets, then use a screwdriver 
to push chain drive bracket toward front panel to take up slack in chain. Apply light tension 
to hold bracket in place while tightening two Phillips head screws which secure bracket. 

m. Check chain tension. Chain should have just enough tension to eliminate slack. 


n. Release chassis slide tilt locks and tip chassis down to horizontal position. 


o. Manually rotate dial behind FREQUENCY MC window (figure 5-7), until one set 
screw is accessible. 


p. Defeat two interlock switches on AM-3924(P)/URT case by pulling switch plungers 
straight out (figure 5-17). 


Note 


Reinstall pp-3917/UR if it was removed at the beginning 
of the procedure. 


q. Set AM-3924(P)/URT PRIMARY POWER switch at ON and energize primary power 
source. 


r. Set T-827/URT Mode Selector switch at STD BY. 
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WARNING 
Lethal voltages as high as 2250 VDC and 440 VAC are 
present within the AM-3924(P)/URT chassis when it 
is energized. De-energize all equipment before 
making any adjustments. 


s. Set AM-3924(P)/URT FREQUENCY MC switch to frequency band indicated in center 
of FREQUENCY MC window. AM-3924(P)/URT will automatically tune. 


t. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 


u. Carefully rotate dial behind FREQUENCY MC window, until numbers corresponding 
to setting of FREQUENCY MC switch are located in center of window. 


v. Tighten set screw which is accessible on dial behind FREQUENCY MC window. 

w. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 

x. Set AM-3924(P)/URT FREQUENCY MC switch at each position except AUTOMATIC. 
For each position, observe that numbers corresponding to switch setting are centered in 


window. Note amount of adjustment in dial setting required to center them perfectly. 


y.- Reset AM-3924(P)/URT FREQUENCY MC switch to position which makes dial set 
screw accessible. 


Zz. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 


aa. Loosen dial set screw and make necessary compensating adjustments in dial 
position. 


ab. Tighten set screw. 
ac. Repeat steps w through ab until dial position is satisfactory. 
ad. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 


ae. Observe set screws on rear of dial and set FREQUENCY MC switch to different 
positions until second set screw is accessible for tightening. 


af. Set T-827/URT Mode Selector switch at OFF. 

ag. Set AM-3924(P)/URT PRIMARY POWER switch at OFF. 

ah. Tighten second set screw on dial behind FREQUENCY MC window. 
ai. Reset AM-3924(P)/URT FREQUENCY MC switch at AUTOMATIC. 


aj. Release chassis slide locks and push the AM-3924(P)/URT chassis into case, 
securing it with eight captive screws on front panel. 
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5-37, TRANSMISSION ASSEMBLY MOTOR REPLACEMENT 
CAUTION 

The AM=3924(P)/URT final and driver transformer 

assemblies will not properly tune if the two couplings 

on the transmission assembly are not properly indexed 

after motor replacement, 
5-38, Two small indexing blocks, constructed according to paragraph 5-46, will be re- 
quired to properly index the couplings on the unit during reassembly. To replace *he AM= 
3924(P)/URT transmission assembly drive motor, proceed as follows: 

Note 


If PP-391 7/UR is used, it must first be removed 
before performing the procedure below. 


a. Remove final tubes 1A1V1 and 1A1V2 (paragraph 5-30). 
b. Disconnect 1A1A2P1 from VSWR bridge assembly 1A1A3., 


c. Disconnect lead to final tubes 1A1V1 and 1A1V2 from contact block on final trans- 
former assembly. 


d. Loosen four captive screws and remove final transformer assembly. 
e. Remove chain (steps c through g of paragraph 5-36). 


f, Unsolder two leads for band switching motor at standoff terminals on side of chas- 
sis plenum, 


g. Remove transmission assembly from main chassis by removing four screws which 
secure assembly through chassis (two beneath final transformer assembly and one inside 
each final tube cooling chimney), 

CAUTION 
Mechanical support must be provided when installing 
or driving out pins to prevent damage to the ball 
bearings. 

h. Remove retaining ring that secures coupling to motor shaft. Remove coupling. 

i, Remove pinfrom motor shaft. 

je. Remove retaining ring securing bearing on motor shaft, 

k, Remove pin securing large gear to motor shaft, 


1. Remove pin securing sprocket to motor shaft, 


m. Remove screws securing transmission assembly cover; remove cover, 


ORIGINAL 5-21 


Paragraph NAVSHIPS 0967-191-7010 AN/URT=23 (V) 
5-38n MAINTENANCE 


n. Remove three hex screws securing motor to transmission assembly; remove and 
discard defective motor. 


o. Position new motor by pushing motor shaft through hubs of sprocket and gear, and 
then through transmission assembly housing. Align motor and secure with three hex screws 
removed in step n. 

p, Push bearing down on motor shaft and snap into hole in housing. 

q. Install bearing retaining ring on motor shaft. 


r. Install two springand one flat washer on motor shaft. 


and replace coupling drive pin removed in step i. 


t. Slip coupling over drive pin and secure with coupling retaining ring removed in 
step h. 


u. Attach two indexing blocks Constructed according to paragraph 5-46) to two 
couplings on transmission assembly. Use clamps to hold indexing blocks in position while 
drilling. 

v. With gears engaged, hold transmission assembly with motor on bottom, and apply 
pressure to rotate large gear on motor shaft counterclockwise to absorb backlash (indexing 
blocks will prevent gear from turning), 


w. Maintain counterclockwise pressure on gear and carefully drill a 0. 063 hole through 
gear hub and shaft. 


x. Use pin removed in step k to pin gear and shaft. 


y. Hold sprocket firmly away from motor and frame wall to provide clearance, Drill 
a 0.063 hole through sprocket hub and shaft. 


z. Use pin removed in step 1 to pin sprocket to shaft. 
aa. Remove indexing blocks. 
ab. Replace transmission cover removed in step m. 


ac. Install transmission assembly by positioning assembly under chassis and replacing 
four screws removed in step g. 


ad. Solder two motor leads removed in step f to standoff terminals on side of chassis 
plenum. 


ae. Replace chain (steps h through ai of paragraph 5-36), 


af, Replace final transformer assembly. (Do not secure), 
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Note 
Reinstall the PP-3917/UR if it was removed at the be- 
ginning of the procedure. 


ag. Replace two final tubes by performing steps a through e of paragraph 5-31. 


CAUTION 


To prevent damage to the transformer assemblies, do 
not key the system until proper switch indexing has 
been confirmed. 


ah. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 
ai. Set T-827/URT Mode Selector switch at STD BY. 
CAUTION 


Lethal voltages as high as 2250 VDC and 440 VAC are 
present within the AM-3924(P)/URT chassis when it is 
energized. De-energize all.equipment before making 
adjustments. 


aj. Set AM-3924(P)/URT FREQUENCY MC switch to any random position and observe 
that bandswitching motor tunes, as indicated by movement of dial behind FREQUENCY MC 
window. 


ak, Reset FREQUENCY WC switch at 2. 0-2. 5. 
al. De-energize system. 


am. Carefully remove driver transformer assembly and check that switch wiper con- 
tacts on decks A or B are at position 1. 


an. Carefully remove final transformer assembly and check that switch wiper contacts 
are properly centered at position 1. 


Note 


If both driver and final transformer assembly 
switch center wipers are off center an equal 
amount in the same direction, the error may 
be corrected by removing the two plug buttons 
on the driver transformer assembly top plate, 
loosening the top switch deck, and rotating it 
slightly in a proper direction to correct the 
error. 


ao. Replace two transformer assemblies and secure. Proceed with adjustment until 
switch contacts are properly aligned. 


ap. Connect 1A1A2P1] to VSWR bridge and lead from final tubes to final transformer 
assembly contact block. 
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aq. Replace cover over final tubes and secure with ten screws, 


ar. Release chassis slide locks, and push AM-3924(P)/URT chassis into case, secur- 
ing it with eight captive screws on front panel. 


5-39, FINAL TRANSFORMER ASSEMBLY 1A1A2 SWITCH REPLACEMENT 


5-40. Final transformer assembly 1A1A2 is a complex assembly in which lead dress and 
coil position will critically affect alignment. Since the assembly is built around the switch, 
the assembly will have to be almost completely dismantled in order to replace the switch. 
If an individual coil assembly must be removed for replacement, perform steps a through f 
and if required, steps g through i. The switch for final transformer assembly 1A1A2 is 
shipped with the leads to the coils attached. Illustrated instructions for coil positioning, 
lead dress and connection are contained in figure 5-11. Leads must be positioned, cut to 
length and soldered with high temperature solder (type Agl.5 or Ag2.5 per QQ-5-571), A 
small jig, manufactured according to the specifications of paragraph 5-46 will be required 
for relocating the coupling on the end of the switch shaft, when the final transformer assem- 
bly switch is replaced. The switch replacement will have to be followed by a careful check 
for proper continuity, and a complete alignment of the final transformer assembly. To 
replace the final transformer assembly switch, proceed as follows: 


CAUTION 
High RF and DC voltages are present within the final 
transformer assembly. To avoid damage from arcing 
or excessive current to the coils or the replaced 
switch, do not attempt to operate full power until the 
final transformer assembly has been fully checked 
out and aligned. 


a. Loosen eight captive front panel screws and pull AM-3924(P)/URT chassis out from 
case until chassis slides lock. 


b. Remove final transformer assembly as follows: 
(1) Remove cover from over final tubes by removing ten screws, 
(2) Disconnect connector 1A1A2P1 from VSWR bridge. 
(8) Disconnect lead from final tubes at terminal on contact block. 


(4) Loosen four captive screws and lift final transformer assembly out from 
chassis. 


c. Remove and set aside flathead screw from top plate (near coil A14). 


d. Remove and set aside six machine screws attaching ground plate. Carefully set 
aside ground plate and any shims which may be under it. 


e. Remove and set aside six machine screws which secure top plate to final trans- 
former assembly. Lift off top plate and set it aside. 


f. Unsolder three connections to resistors on resistor bracket. 
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g. Unsolder five connections to capacitors mounted underneath top switch plate, and 
connection to input terminal from final tubes on top plate. 


h. Remove and set aside two machine screws and nuts which secure resistor bracket 
assembly to bottom plate. 


i. Remove and set aside four machine screws which secure top switch plate. Lift off 
top switch plate with resistor bracket attached. 


CAUTION 


Lead dress and coil orientation are critical. Study 
figure 5-11 and if necessary, make additional 
sketches to ensure that the position of each lead 

to any coil is fully umderstood before unsoldering. 
The coil must be oriented when replaced so that 
the lugs are in the same position as when removed. 


j. Carefully unsolder and remove four coils (A2, A4, A5, A7 and A13, A15, A17, A19) 
from each end of assembly. 


k. Disconnect all remaining switch connections to coils at their termination on coil. 
1. Cut lacing securing coaxial lead from switch. 


m. Remove four flat head machine screws securing switch bottom plate to final trans- 
former assembly bottom plate, and carefully slide switch out of final transformer assembly, 


n. Drive out pin through coupling and switch center shaft, and remove coupling from 
switch. 


CAUTION 


The switch for the final transformer assembly has no 
detent spring. The switch wiper must be carefully 
centered on the proper contacts by the position of the 


coupling. 

o. Slide coupling on to shaft of new (replacement) switch. 

p. Carefully center switch wiper contacts on position one as shown in figure 5-11. 

q. Without disturbing positioning of switch shaft, slide indexing jig (fabricated accord- 
ing to paragraph 5-46 and figure 5-3) into position on bottom of switch, with jig guide pins 
through holes in switch bottom plate, and coupling tight against jig, with drive pin in index 
slot. 


r. Carefully hold jig and switch wiper in positions described in p and q, and drill and 
pin coupling on switch shaft (use a no. 52 (.063 in.) drill). 


s. Unsolder coaxial cable from removed switch and solder it to proper contacts on new 
(replacement) switch. 
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CAUTION 


When bending switch leads to dress them, avoid 
sharp bends which may cause damage to the 
insulation. 


t. Using figure 5-11 as a guide, carefully bend switch leads to clear coil forms. 
Slide switch into position on final transformer assembly, and secure, using four machine 
screws removed in step m. 


u. Using figure 5-11 as a guide, carefully dress each switch lead and cut to length and 
solder, using high temperature solder (type Agl.5 or Ag2.5 as specified in QQ-5-571), 
Ensure that leads are routed properly between coils, and that distances above bottom plate 
noted at reference points are carefully observed. Make comnections to coils still mounted 
on assembly first, then replace removed coils, one by one, soldering the leads to each one 
in turn, Ensure that replaced coils are properly oriented, with lugs pointing in right direc- 
tion, before soldering. Ensure that all other connections, to capacitors and to other coils, 
are also made as each coil is replaced. 


Note 


When it is not damaged, it is more expedient to use 
the old top switch plate, rather than transfer all of 
the capacitors to the new switch plate. 


v. Remove top switch plate from new switch. 


w. Carefully position top switch plate and resistor bracket from old switch, and secure, ) 
using machine screws removed in steps h and i. 


x. Dress and secure coaxial lead. 


y. Using figure 5-11 as a guide, solder connections to capacitors and output terminal 
on top switch plate, and resistors on resistor bracket. (Normal rosin-core solder may be 
used in this step.) 


ze Set final transformer assembly top plate in position and secure coaxial lead clamp 
by replacing machine screw removed in step c. 


aa. Secure final transformer assembly top plate by replacing machine screws removed 
in step e. 


ab. Set ground plate in position over final transformer assembly top plate and switch 
top plate. Note where shims are required, and shim as necessary, securing ground plate 
“with screw removed in step d. 


ac. Connect AN/PSM—4 multimeter between center lead of coaxial cable and input 
terminal on final transformer assembly top plate. Check for continuity with final trans- 
former assembly switch in positions one through nineteen (20 through 24 are not used). 


ad. Reconnect AN/PSM~4 between center lead of coaxial cable and top of capacitor 
C10 (figure 5-11), and check continuity for switch positions one through nineteen. 
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ae. Reconnect AN/PSM-4 between center lead of coaxial cable and top (or bottom) plate 
of final transformer assembly, and check switch positions one through nineteen again. 
Switch positions one through four should check approximately 7,000 ohms, switch positions 


five through 19 should check open (infinity). 


af. Give repaired assembly a thorough visual inspection, then replace it in AM-3924(P)/ 
URT chassis. It is not necessary to attach input lead to assembly or to connect coaxial 


cable at this time. 
CAUTION 


To avoid damage to the repaired final transformer 
assembly, do not attempt to key the AM-3924(P)/URT 
until the assembly has been carefully aligned. 


ag. Defeat two interlock switches on AM-3924(P)/URT case by pulling switch plungers 
straight out figure 5-17). 


ah, Set AM-3924(P)/URT PRIMARY POWER switch at ON. 
ai. Set T-827/URT Mode Selector switch at STD BY. Do NOT go beyond STD BY. 
WARNING 


Lethal voltages as high as 2250 VDC and 440 VAC are 

present within the AM-3924(P)/URT chassis when it is 
energized, De-energize all equipment before making 

adjustments. 


aj. Set AM-3924(P)/URT FREQUENCY MC switch to any random position, then reset 
to 2. 0-2. 5. 


ak. Set AM-3924(P)/URT PRIMARY POWER switch at OFF, 


al. Carefully remove final transformer assembly from AM-3924(P)/URT and check 
that assembly switch wiper contact is properly centered on contact terminal one. If not 
perform steps ad and ae of paragraph 5-42, 


am. Replace final transformer assembly in AM-3924(P)/URT. 


an, Reconnect connector 1A1A2P1 to VSWR bridge and lead from final tubes to contact 
block on transformer assembly. 


ao. Replace cover over final tubes and secure with ten screws, 
Note 


If proper alignment of any one channel is not possible, 
check the following: 
1, Check that switch wiper contact is set at right 


channel, 
2. Refer to figures 5-11 and 5-24 and ensure that 


proper capacitors and leads are connected to the 
correct lugs on the coil. 
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3. Check lead dress of leads near and connected to 
the coil. 


ap. Refer to paragraph 5-21 and carefully perform a complete alignment of the final 
transformer assembly, followed by a careful system check (paragraph 2-34), 


5-41, DRIVER TRANSFORMER ASSEMBLY 1A1A4 SWITCH. REPLACEMENT 

5-42, A small jig, manufactured according to the specifications of paragraph 5-41, will be 
required for relocating the coupling, when the driver transformer assembly switch is re- 
placed. To replace the driver transformer assembly switch proceed as follows: 


a. Loosen eight captive front panel screws and pull AM-3924(P)/URT chassis out from 
case until chassis slides lock. 


b. Release chassis slide tilt locks, and tip chassis up to expose underside, 

c. Remove drive transformer assembly. 

d. Remove center plug button and insert a screwdriver through slot in top plate of 
transformer assembly, and index switch until pin through switch shaft and coupling are 
aligned with access hole in bottom plate. 

e. Drive out pin and remove coupling from switch shaft. 


f. Disconnect capacitor C2 from bottom of TP1 (figure 5-13), 


ge Remove and set aside machine screw which secures contact mounting strip to top ) 
plate (figure 5-13). 


h. Remove and set aside four screws which secure top plate. Tip plate to one side 
(if care is taken, wires to terminal board need not be removed). 


i. Carefully sketch transformer and code wire connections to switch, 

je Unmsolder transformer and code wire connections to switch. 

k. When all connections to switch, with exception of short jumper wires between decks, 
have been removed, turn assembly over, and remove nut which secures switch shaft to 
bottom plate, Carefully lift switch out from between transformer subassemblies. 


Note 


Driver transformer assembly 1A1A4 schematic 
(figure 5-25) will assist in rewiring the assembly. 


1. Using removed switch as a guide, solder all jumper wires to new replacement 
switch using no. 22 tinned copper buss wire, 


m. Orient switch so terminal one is on side toward driver amplifier, and insert switch 
into driver transformer assembly. Secure switch by replacing nut on switch shaft, re- 
moved in step k. 
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n. Using sketch made in step i, resolder all transformer subassembly and code wire 
connections to switch. 


o. Replace top plate, using four machine screws removed in step h. 

pe Reconnect capacitor C2 to the bottom of TP1. 

qe Replace machine screw which secures contact mounting strip to top plate. 
r. Slide coupling on to switch shaft. 


s. Obtain a small jig, manufactured according to paragraph 5-46 and figure 5-3 to 
properly index switch wiper contact to coupling drive pin. 


t. Slide guide pins on indexing jig into holes for locating pins on bottom plate of driver 
transformer assembly.) Rotate coupling under jig until drive pin on coupling is aligned with 


slot in ji d press down over coupling. : : 
seal Rewer sg Figs pie) See yo evo oa ple snag 2 FP 47) /fo? 
CAUTION eof of goertlon 


The jig will position the coupling hub firmly against 
the hub of the switch mounting plate, excessive 
pressure on the jig during drilling may cause the 
coupling to bind. 


Note 
There is no detent spring on the switch. When 
positioning the switch wiper, ensure that the contact 
is properly centered. 
u. Insert a screwdriver through access hole in top plate of driver transformer assem- 
bly, and rotate switch shaft until wiper contact on decks A and B is centered on position one. 
(Transformer subassembly A1 is connected to switch contacts 1.) 


v. Without disturbing switch position, and while carefully holding indexing jig in place, 
drill and pin coupling to switch shaft. (Use a no. pe (0. 063 in) drill). 


we Remove indexing jig. 
x. Replace driver transformer assembly in AM-3924(P)/URT chassis. 


ye Defeat two interlock switches on AM-3924(P)/URT case by pulling switch plungers 
straight out (figure 5-17). 


z. Set AM-3924(P)/URT PRIMARY POWER switch at ON. 
aa. Set T-827/URT Mode Selector switch at STD BY. 
WARNING 
Lethal voltages as high as 2250 VDC and 440 VAC are 
present within the AM-3924(P)/URT chassis when it 


is energized. De-energize all equipment before making 
adjustments. 
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ab. Set AM-3924(P)/URT FREQUENCY MC switch to any channel at random, Then 
reset FREQUENCY MC switch at 2. 0~2, 5, 


ac, Set AM-3924(P)/URT PRIMARY POWER switch at OFF, 

ad. Remove final transformer assembly 1A1A2 and observe that the switch wiper con- 
tacts are centered on position 1. If the wiper contact is not properly centered on switch 
terminal 1, loosen top switch deck in driver transformer assembly (through plugged access 
holes) and rotate it slightly to correct the error. 


ae. Replace final transformer assembly; and repeat steps aa through ad until alignment 
of final switch is correct. Then check at bands 6-7, 16-18, and 28-30 and readjust slightly 
if necessary for best alignment on all bands. 


af. Perform driver transformer alignment procedure (paragraph 5-20) to complete 
replacement. 


5-43. TEST FIXTURE FABRICATION. 

5-44, PRINTED CIRCUIT BOARD EXTENDER FABRICATION, 

5-45. To enable testing and troubleshooting of the AM-3924(P)/URT printed circuit boards, 
extenders will have to be fabricated. Two extenders are required; one for DC Power Con- 


trol Assembly 1A1A5 and another for APC-PPC Assembly 1A1A6. To fabricate the ex- 
tenders, proceed as follows: 


a. Procure the following material: 
(1) 2 Vero Electronics Inc. plug-in boards, Part Number 289. 
(2) 1 Amphenol (FMC 02660) connector, Part Number 143-036-21-1015-101, 
(3) 1 Amphenol (FMC 02660) connector, Part Number 143-036-21-1017-101. 


(4) 4 right angle brackets approximately 1/2 inch on a side, 1/4 inch wide, and 
1/16 inch thick (aluminum or equivalent material), 


(5) Insulated AWG No. 22 wire as required. 
(6) 2 Amphenol (FMC 02660) polarizing keys, Part Number 143-953. 


b. Drill two angle brackets as required and attach the 143~-036-21-1015-101 connector 
to the contact strip side of one board. Label this assemblv the 1A1A5 extender. 


c. Drill the other two angle brackets as required and attach the 143-036-21-1017-101 
connector to the side opposite the contact strips on the other board. Label this assembly 
the 1A1A6 extender. 


d. Wire each extender connector pin to the contact strips such that pin A of the extender 
connector will connect with pin A of the corresponding chassis connector, pin B to B, etc. 


e. In the plug-in end of each board, saw a 0.08 to 0.1 inch wide by 0.5 inch long slot 


between the contact strips which correspond to connector pins N and P and another between 
the contact strips which correspond to pins b and c. 
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f, In the plug-in end of the 1A1A5 extender saw out the contact strip corresponding 
to pin S of the connector for a distance of 0. 5 inch back from the mating end of the board. 


g. In the plug-in end of the 1A1A6 extender, saw out the contact strip corresponding 
to pin X of the connector for a distance of 0.5 inch back from the mating end of the board. 


h, Insert a polarizing key into pin 8 of the connector on the 1A1A5 extender, and one 
into pin X of the 1A1A6 comnector. Carefully tack solder these keys in place (without touching 
adjacent contacts) to insure that the keys will remain in the proper positions, 


i. NOTE that when the 1A1A6 extender is used, the 1A1A6 APC-PPC Printed Circuit 
Assembly will have to be turned around so its components are facing toward the right hand 
side of the set, That is, when using the extender, the boards will mount back to back, 


5-46. INDEXING JIG FABRICATION 


5-47. In order to replace the components in the transmission assembly, or the switch in 
either of the transformer assemblies, small indexing jigs will be required. These small 
jigs orient the couplings on the switch (or gear) shaft so that the driver transformer assem- 
bly (1A1A4) switch will be indexed to the same channel by the bandswitching motor. Both 
switches have over 20 positions, therefore, even a small error in layout or construction of 
the jig can result in serious equipment malfunction. When constructing the jigs, carefully 
observe all dimension tolerances. Fabricate the jigs from tool steel, with guide pins press 
fitted in proper relationship to reference holes. Figures 5-3 and 5-4 list dimensions and 
construction details. 


5-48. VOLTAGE AND RESISTANCE MEASUREMENTS, 


5-49. Tables 5-2 through 5-5 provide voltage and resistance information for the tubes and 
transistors of the AM-3924(P)/URT, PP-3916/UR, and PP-3917/UR. All voltage measure- 
ments should be made with a 20,000 ohms/volt meter and should be within +20% of the indi- 
cated value. Unless otherwise specified, the voltage measurements are all DC levels and 
were made with the Multimeter common lead connected to chassis ground, No voltage 
measurements are provided for the final amplifier tubes, due to the extreme hazards in- 
volved in measurement. This circuit can be safely checked with the front panel Multipurpose 
meter, the resistance information in table 5-4, and by making continuity measurements be- 
tween the tube socket and metering circuit. All resistance measurements should be made 
with the tubes in their sockets and with the exception of screen and grid circuits, should be 
within +20% of the indicated value. The screen and grid circuit resistance measurements 
may vary +300% and -70% due to the semiconductor circuits, depending on the meter in use 
and the temperature of the set. 
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Figure 5-3. Fixtures to Locate Couplings on Transformer Assemblies 
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Figure 5-4. Fixtures to Locate Couplings on Transmission Assembly 
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TABLE 5-2, DRIVER AMPLIFIER ASSEMBLY 1A1A1 VOLTAGE MEASUREMENTS | 


Note 


The voltage measurements for the driver amplifier 

are made at the terminals of terminal board 1A1A1TB1, 
If the driver amplifier assembly were removed to gain 
access directly to the tube sockets, cooling air to both 
the driver and final amplifier tubes would be lost, 


1A1A1TB1 
TERMINAL 


*Multipurpose meter switch must not be set in DRIVER 1 AMPERES or DRIVER 2 
AMPERES position during this measurement, 


Note 


Resistance measurements made directly at the tube 
sockets, with the assembly wired into the set. To 
remove the 1A1A1 assembly without disconnecting the 
leads to 1A1A1TBI, first detach the small cable 
clamps holding the main cable against the rear lip of 
the chassis near 1A1A4, 


TABLE 5-3, DRIVERAMPIIFIER TUBES 1A1A1V1/V2 RESISTANCE MEASUREMENTS 


TUBE SOCKET 


10,0 | 220K | 23K |10.0 | 0 | 0.2 | 220K | 23K | 10.0 | 220K | 23K 


10.0 | 40K | 22K /10.0 | 0 |0.2 | 40K | 22K } 10.0 | 40K | 22K 
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Note 
See paragraph 5-25 to obtain access to final tube 
sockets. These measurements are made with 1A1A1 


and 1A1A4 disconnected and removed from the set. 
Figure 5-5 illustrates the final tube socket. 


TABLE 54. FINAL AMPLIFIER TUBES (1A1V1/V2) RESISTANCE MEASUREMENTS 


METER 


POSITIVE 
POLARITY 


METER 
NEGATIVE 
POLARITY 


TABLE 5-5. TRANSISTOR DC VOLTAGE MEASUREMENTS 


Note 


Numbers in parenthesis in E, B, and C columns refer 
to number of applicable note at end of table. 


DC VOLTAGE TO GROUND | 


CONDITION 
(NOTE 1) 


TRANSBTOR 
STAGE 


Amplifier, Radio Frequency AM-3924(P)/URT 
(Prefix reference designations with 1A1.) 


Positive ground (Note 7) 
Negative ground (Note 7) 


Normal 
Overload 


Normal (Unkeyed) 
Overload 


Normal 
Coupler interlock grounded or band- 
switch motor running 
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TABLE 5-5. TRANSISTOR DC VOLTAGE MEASUREMENTS (Cont) 


TRANSISTOR CONDITION DC VOLTAGE TO oes ee 
STAGE (NOTE 1) = Be Cc 
A5Q5 Normal-Keyed 5.8 5.9 4,5 

Normal-Unkeyed 8.4 10.5 -0.1 
Coupler Interlock grounded or band- 
switch motor running 8.4 11.0 -0.1 
A5Q6 Normal -0.1 -68. 0 
Keyed 0. 28 0.35 
A5Q7 P.S. Interlock Closed 0.5 1.1 0.5 
| P,S. Interlock Open 17.5 18.0 28.5 


A5Q8 Normal 26.5 27.0 
Coupler Interlock 0, 22 27.0 
A5Q9 Normal 
Coupler Interlock 
[asax0 | stony is) asc 
| AsQIL | Standby | 115 | ea 20.0 


SS Positive a (Note 7) -12.1 -12.4 -21.0 
Negative Ground (Note 7) -0.3 -0.6 -9.2 


| Act | Keyed -IKW AVG Output (Notes 2, 3) _ -1KW AVG Output (Notes 2, 3) 10.8 

od Ree = 0 2 0 -68.0 
Normal-Keyed 17 77 223 

A6Q3 Normal-Unkeyed 9.0 10.5 -90.0 


A6Q7 Keyed -1KW AVG Output (Note 3) -0.17 0 
Tune Keyed - 200W 11.5 0 
Keyed -1KW AVG Output (Note 3) p  1665 65 10. 5(5) 
A6Q9 Standby 
Keyed-1KW AVG Output (Note 3) . 3(8) 
A6Q10 Standby 0.25 11.0 
Keyed-1KW AVG Output (Note 3) (8)1. 75 at. 3 10.8 
A6Q11 Standby (1.65 | ()2.15 | (6)3.6 
Keyed-1KW AVG Output (Note 3) (1.65 | (6)2.15 | (6)3.9 


A6Q12 Standby 0.5 20.0 
ora how Output (Note 4) 0.5 1.05  |(5)17.0 
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TABLE 5-5, TRANSISTOR DC VOLTAGE MEASUREMENTS (Cont) 


TRANSISTOR CONDITION 
STAGE (NOTE 1) 


A6Q13 Standby 
Keyed=-250W Output (Note 4) 


A6Q14 Standby 
Keyed=-250W Output (Note 4) 


A6Q15 Standby 
Keyed=-250W Output (Note 4) 
Keyed-1KW AVG Output (Note 3) 


A6Q16 Standby 
Keyed-1KW Output (Note 3) 


A6Q17 Standby 
Tune Keyed 


A6Q19 Standby 
Keyed (Note 3) 


Standby 
Normal - Keyed 9 
Keyed (Note 3) oe 


Standby 
Normal - Keyed 
Keyed(Note 3) 


Power Supply PP-3916/UR 
(Prefix reference designations with 2A1.) 


Ql | 


1, Measurements taken in LSB mode, unkeyed, unless otherwise specified; 
no modulation. 

2. Readings may vary + 1 volt or more depending on input power level. 

3. CW mode. 
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TABLE 5-5, TRANSISTOR DC VOLTAGE MEASUREMENTS (Cont) 


AM mode; no modulation, 

This reading may vary + 2 volts from set to set, and may change when a 
different T-827/URT is used, 

This reading made on 10 V scale or higher to avoid loading due to meter 
resistance, 

These conditions refer to whether the positive or negative side of the 
floating 12 V Remote supply is grounded in the system being measured. 
T-827/URT is in Remote, with a C-1138/UR Radio Set Control connected 
and keyed in LSB, no signal, 

The waveform at this point consists of a random series of short pulses; 
hence the reading on a DC voltmeter serves only as a guide, 

Exact value depends on setting of PA BIAS control 1A1R10, 
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Figure 5-6. Radio Frequency Amplifier AM-3924(P)/URT, Rear View, Component Locations 
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Figure 5-7. Radio Frequency Amplifier AM-3924(P)/URT, Top View, Component Locations 
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Figure 5-9. Final Amplifier Tube Socket Assembly, Bottom View, Component Locations 
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Figure 5-10. Driver Tube Assembly 1A1A1 Component and Test Point Locations 
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c3l 
C32 
cea C33 
C65 C34 
C66 
c29 
C57 
PARTIAL SECTION C69 C30 
A~A (NOTE 8) 
C53 
C54 
C55 
C56 


SEE NOTE 4 (NOTE 8) 


VIEW 2 


BOTTOM PLATE (SEE VIEW 1) 
VIEW 3 


Figure 5-11, Final Transformer Assembly 
1A1A2, Component and Test Point 
Locations (Sheet 1 of 2) 


CHANGE 1 5-45/5- 


NOTES: 
1. PARTIAL REFERENCE DESIGNATIONS 4. SHIM AS REQUIRED TO COMPENSATE 
ARE SHOWN. PREFIX THE PART FOR HEIGHT OIFFERENCE. 
DESIGNATION WITH IAIA2 


2. DRESS OF ALL COIL CONNECTIONS 8,NO.10 TEFLON TUBING SHALL COVER ALL 


1S CRITICAL. IF LEADS MUST BE BARE NO. 12 GAGE WIRE. 
MOVED, REPLACE IN PRECISELY THE 
SAME LOCATION. = 6. NUMBER SHOWN ADJACENT TO COIL 


TERMINAL 1S THE HOLE ON COIL FORM IN 
WHICH THAT TERMINAL IS LOCATION. 
3. COUPLING SETUP-AFTER PINNING, 
COUPLING DRIVE PIN SHALL BE ORIENTED 7 ALL CONNECTIONS TO TRANSFORMER ASSYS 
AS SHOWN & ROTORS ON SWITCH (AI-AI9) SHALL BE MADE WITH HIGH 
DECKS SHALL CENTER ON THEIR TEMPERATURE SOLDER, COMPOSITION 


CONTACTS WITHIN * 1° HEIGHT OF BUA SPER ORNS 87). 


COUPLING TO BE AS SHOWN. 8. HARDWARE ON CAPACITOR HEATSINKS 
MUST BE TIGHT TO INSURE ADEQUATE 
COOLING. 
TO R7 GRD 


TYP SEE NOTE 5 


FOR ROUTINGS 
SEE VIEWS 
MIDDLE TAP 


BOTTOM TAP 


MIDDLE TAP 


VIEW 4 
(DECK C) 


AN /URT=23(V) NAVSHIPS 0967-191-7010 Figure 
MAINTENANCE 


d-11 


SEE NOTE 6 


TO TERMINAL 3 


TO CiO ON 


| 
SWITCH TOP PLATE To TOP TAP 
! 


TOP TAP 


TO C9 ON SWITCH 
BOTTOM PLATE 


VIEW 5, 
{DECK B) 


TO c7 ON SWITCH 
SEE NOTE 5 BOTTOM PLATE 
TYPICAL 


PART OF ITEM SI TYP 


TO TOP PLATE TO Cb ON 
TERMINATION SWITCH TOP PLATE 


SEE NOTE 6 
TO C3 ON SWITCH 
oe Pe TOP PLATE 


TO Cl_ON SWITCH 


P/O SI TYP 
TOP PLATE 


Figure 5-11, Final Transformer Assembly 
1A1A2, Component and Test Point 
Locations (Sheet 2 of 2) 
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AN/URT-~23(V) NAVSHIPS 0967-191-7010 Figure 
MAINTENANCE 5-12 


Ke 


Ll 


c4 
4 Vel te? 
See 
hote 
c3 
E7 
E2 
CR3/CR4 
(HIDDEN) 
Ri se 
ci/R9- 
(HIDDEN) 


\R7,R8 
ce (HIDDEN) 
wove feos 
Wey SOF ae ludedt CR2 


ba es / sew ah" 


hom ens cxcepT 


A? AY 


Figure 5-12, VSWR Bridge Assembly 1A1A3, Component and Test Point Locations 
ORIGINAL 5-49 


Figure NAVSHIPS 0967-191-7010 AN/URT-23(V) 
5-13 MAINTENANCE 


(HIDDEN) AI6 AIS TPl 


AGRI 
(HIDDEN) 


A6CI 
TBI 


A7RI 
(HIDDEN) 


AI3Cl 
jes (HIODEN) 
ABCI 

Ai3RI 


ABRI 


ASC ASRi AIOCI AIORI_ AIIRI 
REF DESIG PREFIX IAIA4 


AlICi Al2Ri 


Al4 Al3 Al2 All AlO A9 AB AT AG AS Ad 


Als 


AI6 


Al4Ri 


Al4cl 


AISCI 


AI6CI Ccl,C2,RI Ss! 
(HIDDEN) (HIDOEN) 


REF DESIG PREFIX IAIA4 


Figure 5-13. Driver Transformer Assembly 1A1A4, Component and Test Point Locations 


5-50 ORIGINAL 


AN/URT=23 (V) 
MAIN TENANCE 


NAVSHIPS 0967-191-7010 


REF DESIG PREFIX 


1A1A5 


SqQH AAV AZSMAYTAAOCANSS 


PIN CALLOUTS 


11 VDC 

Red Keyline Interlock 
Motor Relay Coil 
High Voltage Detector 
Decoder Ground 
Chassis Ground 
Reset 

Bias Interlock 

Keyer Output 

(not used) 

Overload Circuit 
Keyline 

16 VAC 

1A1V1 Cathode Current 
(S is keyway) 

Operate Relay Coil 

20 VDC Operate 

(not used) 


RUB SAS TAH O ROT NK MS 


(not used) 

Power Supply Interlock 
(not used) 

(not used) 

1A1V2 Cathode 
28 VDC Output 
28 VDC Interlock 
32 VAC 

32 VAC 

20 VDC 

-12 VDC Remote 


12 VDC Remote Regulator Supply 


16 VAC 

16 VAC 

+12 VDC Remote 
(not used) 

(not used) 


12 VDC Remote Regulator Drive 


Figure 5-14, Printed Circuit Board 1A1A5, Component And Test Point Locations 


CHANGE 1 


5-51 


(aps Inerma ARS ils CNS age fh cel” cds ec 


bi op ee oY 


NAVSHIPS 0967-191-7010 


CONFIGURATION FOR SERIAL NUMBERS AS THROUGH A7I. ALL OTHER UNITS ARE AS SHOWN 


NOTE 1: 


REF DESIG PREFIX 
1A1A6 


SCHORYAZZOPAUYTTHOW> 
1 


160 VDC Input 

72 VDC Output 

Keyer Input 

Driver Bias Pot (+) 
Bias Interlock 
Negative Bias to T-827/URT 
Bias to PA Grids 

PA Bias Pot Output 
Driver Bias Pot (-) 
-72 VDC Input 

PA Bias Pot Switched 
GRD 

Power Pot Return 

+28 VDC 

Tune Ground 

-2 VDC Carrier Insert 
CS/FSK GRD 

APC Output 


Not used in units with serial numbers A1 through A206. 


PIN CALLOUTS 


- Chassis GRD 

- (@ is slotted keyway) 
- +11 Volts 

- Interlock 

- Interlock 

- (not used) 

- Input Power Detector 
115 VAC 

- To Input Power Meter 
- Chassis Ground 

- 115 VAC 

- -160 VDC Output 

- APC Adjust 

- +20 VDC 

- PPC Adjust 

- To Power Pot. 

- VSWR Bridge Output 
- PPC Output 


BOS a SS 08 FO oOo mg eo 
! 


AN/URT-23(V) 
MAINTENANCE 


XW Ve UT sSe AR PN SIMs Ko ee gH RO ESS DC Bn A 


Figure 5-15, Printed Circuit Board 1A1A6, Component And Test Point Locations 


CHANG” ~ 


AN/URT-23(V) 
MAINTENANCE 


NAVSHIPS 0967-191-7010 Figure 
5-16 


REF DESIG PREFIX 
1A1A7 


El 
E2 
E3 
E4 
E5 
E6 
E7 
E8 


PIN CALLOUTS 


2 VDC to 1A1S5-7* 

318 VDC to Screen Regulator 
Chassis Ground 

500 VDC From 1A1XF7-2 

1.2 VDC to 1A185-8* 

10 VDC to 1A185-6 

2250 VDC From 1A1E4 

287 VDC From Screen Regulator 


*Meter 1A1M1 Not Switched Into Circuit 


Figure 5-16. Printed Circuit Board 1A1A7, Component And Test Point Locations 


ORIGINAL 


5-53 


Figure NAVSHIPS 0967-191-7010 AN/URT-23(V) 
5-17 MAINTENANCE 


Al 


FLI/JU5 


JQ 


J4 
(HIDDEN) 


Jl 


REF DESIG PREFIX !A2 P3 PI CRI,CR2 


(HIDDEN) 


Figure 5-17, Radio Frequency Amplifier AM-3924(P)/URT, Case, Component Locations 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 Figure 
MAINTENANCE 5-18 


tk 
(HIDDEN) 


REF DESIG PREFIX IAIA8 eas 


Figure 5-18. Power Supply PP-3917/UR, Component Locations 


ORIGINA L 5-55 


Figure NAVSHIPS 0967-191-7010 AN/URT-23(V) 
5-19 MAINTENANCE 


Q2 CR3 Ri CRI CR2 Ql Cl R4 
(HIDDEN) (HIDDEN) (HIDDEN) (HIDDEN) (HIDDEN) 


TI R2 R3 C2 
(HIDDEN) (HIDDEN) (HIDDEN) 
REF DESIG PREFIX IAIA8AI 


Figure 5-19. 60 CPS Inverter Assembly 1A1A8A1, Component Locations 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 Figure 
MAINTENANCE 5-20 


AiS! A2Ti/T2 


A2 Jl 
{H{OOEN) 
AlS2 A2TBI 
A2PI 
AIS3 OR 
A2P2 
AiS4 
AITB! 
AICI 
AIAIRI SiN. 
THROUGH 
AIAIRT 
AIQ2 
REF CESIG PREFIX 2 AIXFI AIxOS AIXF2 


cR8 RS Ri R2 RS RE 


REF DESIG PREFIX 2AI c3 c2 CRS Fi CR3 CR4 OSI CR? F2 CR2 


Figure 5-20. Power Supply PP-3916/UR, Component Locations 
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Figure NAVSHIPS 0967-191-7010 AN/URT-23(V) 
5-21 MAINTENANCE 


FROM 3$,440V OR 208V 60 C.P.S. SOURCE 


fs 
P/O 1A2J5 
TS a SS eS ee SS 
INPUT LINE 
!A2si 
eo 
9-20-11 —— Is —"— 


°o 

vn 

nn 

w 
a 

RES ps 
eh = = 

[2 a 

> uw 


IAIFI 
PRIMARY, 
2 POWER 
3 
i 7 
IAI 
TBI 
+12 
\aTBI-! JUMPER FOR 208 V \A\TBI-3 
JUMPER FOR 440 V 
e oe eo Sed o--8 
1 f2 73 |4 [5 Jé6 {7 Je Jo fio fu fie 
\ weve. 8 Wy Pi2 
IAITI 
VALS3 
a = aE a SS Se mee me | ee a 
i; T 1A2P3 T oe T 
Pe aN a a 0 ee ge a gy ee, ae a ees ee ee a FER (a 


2A2dI 
2AITBI-21 2AITBI-22 
2Al 2Al 


3 P/O JUMPER FOR 208 V=72A2Pi 


a ai" commer cc A BOP = 

e 

P/O JUMPER FOR 440V=7 2A2P2 2AiTBI-23 
2AITBI-23  's Lees = é 


15 


23 


P/O 
2A2TBI 


Figure 5-21. 60 CPS Primary Power Distribution Diagram 
5-58 ORIGINAL 


AN/URT-23(V) NAVSHIPS 0967-191-7010 Figure 
MAINTENANCE 


FROM 3q@ |15V 400 CPS SOURCE 


ite lige le 
A——— P/O 1A2J5 = — ————-— ss — — — — — — — — — — — — 
4 


INPUT LINE FILTER 1lA2 FLI 


\A2S| |\A2S2 
P/O |A2P3 
| 2 23 


P/O tals | 
| 
IAIFS 
2 
arts : 
Pea FL Oa i AE SF 
POWER 9 


ed2vl 
revi 
—s 


IAITBI-3 


I-1811V1 


IAITBI-12 IAITBI-2 IAIA8 


IAIA8PI-2 PI-3 


I-Id8VIVI 


IAIA8TI 


IAAT 
Figure 5-22, 400 CPS Primary Power Distribution Diagram 
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AN/URT23(V) NAVSHIPS 0967-191-7010 Figure 


MAINTENANCE 5-23 
PARTS LOCATION INDEX 
REF REF REF REF REF REF 
DESIG Loc DESIG Loc DESIG LOC DESIG Loc_| DESIG Loc DESIG Loc 
Bl 6c F6/xXF6 21G s5 12H A3R1 32¢ AS5R12 31H A6Q15 445 
B2 55H FI/XF7 4G sé 35F A3R2 33c A5R13 31H A6Q16 455 
B3 350 gL 3B $7 54B A3R3 34D ASR14 32H AGQLT 41G 
cl 7 33 3B-3,121, $8 30D A3R4 34c AS5RI5 32H A6Q19 45G 
20B,21H,27E 89 9H A3R5 32¢ A5RL6 31H A6Q20 25D | | TT | 
c2 228 »21H, 275, I I I 
3 OR 27H, 275, 286, A3R6 34c ASRL7 30H A6Q21 26E 2 3 4 5 6 7 8 9 iO Ht 2 13 4 5 16 I7 18 19 20 al 22 23 24 25 26 27 28 29 30 3I 32 33 34 35 36 37 
ca 2eB 346,396,47¢, TL 21F A3R7 31c A5R19 76 
cs 230 E,F,G,52C-F, A3R8 32D A5R20 1G A6RL 41G A A 
C6 21B 55G, 656-3 TBL 59G A3R9 34B A5R21 296 AGR2 11¢ 
o7 2c J4 76,86, 226-0, TB2 626 AS5R22 306 A6R3 11G Jo > 
266-3, 28E-H TB4 206 A3T1 33B A5R25 246 AGR4 10F — “+ “+ a -~ —_ - - as _- a —- _ P/O JS 2250 VOC L ut 
cs 23¢ 2 ; TPI GA2P: TBI-4 -- -- -- - -- -- — ~~ 
cg 26C 29E ,321,33F AD5R26 251 AGR6 24k | Al DRIVER AMPLIFIER 7 nso voe I 3 am 120 FINAL AMPLIFIER £2) 7 
10 220 -H, 518 vi 238 A4TBL = 56C_ | ASR27— 25 AGR? 26F vi oo. { ' E4 ca. Tes _ ee 1 A3 
cll 238 JS 10F,10G,116¢, v2 25B ASR28 31H AGRE 23E : P/O TBI cl gi22 | i I g 008 UF] (J, 0086F VI v2 Gour) IE a NOTE 7) C6 1 
21, 22D, 22E aASCL 311 ASR. H AGRO 25F EXCITER (A2P1) yi = . 8, ~~ Bs : . 
oe nec 34D. 260. ° 3R30 30 ° , i | 4 | L3_ 1000 ACXI5008 f tee RIP _R2I a9 ee 4Cx1500B =< 1600 | > ae —~— J2 B 
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= _ < t TRANSFORMER C6 C24_300V. 3 F OUTPUT 
c15 23B 400-8, 470-1 alc2 ip A5C3 30F ASR31 260 AGRI 245 a Novae too fee nn 2 u 115VAC 400CPS COM 4434 i A| -Al6 | ASSEMBLY | OS -utt 6.01 +SEE NOTE 10-~ SEE NOTE II ~1 I 0.03 50 Bs Xmen f i 
C16 238 | 6 161 Alc3 HE ASC 298 ASR32 25H AGR12 25F 11e VAC TBI-10 cig £ PO | 1 — Te6) GEE NOTE 8) UP pd 0 Lf UE uéeatl  AI-ALD 
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c1g9 26¢ OPERATE STANDBY TBI-9 © \ a+ 287 VDC pet 
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©26 23B | K2 101 alciO 12D ASCR¢- = -32F ASTP2 32H AGR19 44g 5 to bed a 4 a ® 52CRI KCRZ Li ror Toe Ke ae : 
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C3l 276 L2 22B Alc17 oD ASCRO 30H A6C1 42G A6R25 4ic i! yee? E6 Ad iW IW Ev EN | 9-150 
O32 268 L3 22B alc18 oc A5CRLO 31H A6C3 43F A6R26 41c |___ s lm 42 3 7 I Ls cis es ws 1 uv ne > 10 
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C35 29C ALCR2 oD ASCRI4 20F AGR3O 220 TO BA INTERLOCK i — 5 4 48 | ' ei 5OOVDC 16 Vv *T 35y SWITCH, 4 P/0N3 P/O J4 
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TO @B INTERLOCK 2 > 9 BIAS t 2 BIAS L R4 2 on 
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c48 23C R3 21c ALR6 10¢c G §67 th AIR VANE Poe (METER 24 100 PIO JB 28y Switc Qs 
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CRE 5H RL 39D A5Q3 30F AGCR220 45C GROUND 31 +4 OR aot H5vac 400cPS HoT MULTI-PURPOSE CRS CRO pager : : ‘ 28 VDC i ' ' $3 H 
CRI ist R12 30F A3C1 33¢ A5Q4 30H A6CR23. 45D A6TPL 4oc rh 24vAc HOT ts JOR METER SWITCH IN3002B IN753A home | —< 3 5 lk 5 60 33 S i Rae Pm Yee P/O JB | | LOCAL KEY], 
TB2-1 ITCH 8 €- t—J 
cra ist | pra 300 asc? 3c A5Q5 31H ACR24 asp | aere2 Asc = sa Be a ee Bayae SwiTeHED vious cna cas ES _ 6 + 6 <6 ners oo— denis) 1 22K re, | | icso iavoc j 5 NORMAL dre/ 
A506 33H A6CR. G A6TP. (PRIMARY | STANDBY RELAY 7 7 tT 7 Z ' 4 >+—+4 400 ~_ — 
CR 5H iA2P3 IN30028 IN753A — 
CRIO L5H et aap A3C4 33C A5Q7 7G A6CR26 44G A6TP4 46F | POWER cre JE pou 42 EXCITER COUPLER WV —K 8 ———< 8 —< 8 Kerr i | UF | TUNE KEY} 3 
CR1L 15G R17 24c a a A508 316 AGCR27 44H 4 PRIMARY POWER 6B AN WON MON 508 @ ors) rt ° T° tk 8 @ 1 | Qi | 
CRI? 524 8 3B A3C6 33B A5Q9 306 A6CR28 25D ATRL 18F FROM 28 INTERLOCK 14 onree  eMaR 115 VAC COMMON IN3000B IN753a Lo Le ig 10 10 18 Lope Ll, | ON2OTA 
ASQLO 256 A6CR29 446 ATR2 18F | [OFF § | 95V 14 : cat 33UE ' 030-8 XC30-7 
CR13 290 R19 258 A3CRL -32¢ TBt-I2 J6 -—— I , ae tk Il OH j : xC30 
A5Q11 256 A7TR3 18E Soto) [ON | 20V 12 - 
CR14 53G R20 29C A3CR2 32¢ 45012 26r A6Q1 lor BIRT LF —_ FROM @A INTERLOCK 15 1 . —« 12 —k 2 i6V | = | RED i 30 6 
DSs1 35F nod on A3CR3 34 A6Q2 25F ATR 16F POWER SUPPLY INTERLOCK 34 >— L_. PRIMARY POWER @A antree” < 18 <8 8 19 Lhe cR3I CRO Bi | BOM XC30-2 4 x030-4 NSVAC 
DS2/xXDS2 7C R A3CR4 3.4 ASR3 31E A6Q3 25F ATRI 16F TBI-II PRIMARY é IN753A IN753A TPS > wb > 782-7 Orr TE2-8 
R25 23c 3CR5 33c 28 VOC STANDBY OPERATE 52 POWER @B. ae -- = --— + j POU B3 TIME ff 
DS3/XDS3 6C R26 240 A3CR A5R4 31F A6Q7 41H A7R13 17E J STANDBY orerare oe BA Dane ME METER 
DS5/XDS5 34E A3CR6 33D ASRS 30E A6Q8 41c A7R14 16E 0 v3 -12VDC REMOTE J 
A5R6 31F A6Q9 42C¢ A?R1L5 16E (1A2P3) | | . 
FI/xXFl SE R27 25c A3g1 318 aSRI BOF A6QLO 42c ATRIE lop 2 3 4 5 6 7 8 9 10 i 12 13 14 15 16 7 18 19 20 21 22 | 23 24 | 25 26 27 28 29 30 3! 32 33 34 | 35 | 36 37 
F2/XF2 5 R28 25¢ A352 35B ASRS 30rF | a6glL 41D | A7R17 17D J 
P3/XF3 5F sl 8G ASRO 32P AG6Q12 AlE A7R18 17D 
F4/xF4 BC $3 35H, 396 A3L1 33c ASR1O 30H A6Q13 42E A7R19 16D 
F5/XF5 64H 84 5I A3L2 33B AS5RLI 30H A6Q14 A2B A7R20 16D 
A7R21 16E 


Figure 5-23. Radio Frequency Amplifier 
AM-3924(P)/URT Chassis, Schematic 
Diagram (Sheet 1 of 2) 
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Figure 5-23, Radio Frequency Amplifier 
AM-~3924(P)/URT Chassis, Schematic 
Diagram (Sheet 2 of 2) 
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Figure 5-24. Final Transformer Assembly 
1A1A2, Schematic Diagram 
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Figure 5-28. Power Supply PP-3916/UR, 
Schematic Diagram 
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SECTION 6 


PARTS LIST 


6-1. REFERENCE DESIGNATIONS. 
6-2. The unit numbering method of assigning reference designations has been used to 
identify units, assemblies, subassemblies, and parts. This method has been expanded as 
much as necessary to adequately cover the various degrees of subdivision of the equipment. 
Examples of this unit numbering method and typical expansions of the same are illustrated 
by the following: 
Example 1: 

1 Ril 


Unit No. Class of Item Item No. 


Read as: First (1) resistor (R) of first unit (1). 


Example 2: 
1 Al RI 
. Subassembly Class and 
Unit No. designation No. of item 
Read as: First (1) resistor (R) of first (1) subassembly (A) of first (1) unit. 
Example 3: 
2 Al A2 Ril 
Unit No Subassembly Subassembly Class and 
; designation designation No. of item 


Read as: First (1) resistor (R) of second (2) subassembly (A) of first (1) subassembly (A) 
of second (2) unit. 


6-3. REFERENCE DESIGNATION PREFIX. 


6-4. Partial reference designations are used on the equipment and illustrations. The 
partial reference designations consist of the class letter(s) and the identifying item number. 
The complete reference designations may be obtained by placing the proper prefix before 
the partial reference designations. Prefixes are provided on illustrations following the 
notation "REF DESIG PREFIX". 
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Paragraph NAVSHIPS 0967-191-7010 AN/URT-23(V) 
6-5 PARTS LIST 


6-5. LIST OF UNITS. 


6-6. Table 6-1 is a listing of the units comprising the equipment. The units are listed by 
unit numbers in numerical order. Thus when the complete reference designation of a part 
is known, this table will furnish the identification of the unit in which the part is located, 
since the first number of a complete reference designation identifies the unit. Table 6-1 
also provides the following information for each unit listed: (1) quantity per equipment, 

(2) official name, (3) designation, (4) colloquial name, and (5) location of the first page of 
its parts listing in table 6-2. 


6-7. MAINTENANCE PARTS LIST. 


6-8. Table 6-2 lists all units and their maintenance parts. The units are listed in numeri- 
cal sequence. Maintenance parts for each unit are listed alphabetically-numerically by class 
of part following the unit designation. Thus the parts for each unit are grouped together. 
Table 6-2 provides the following information: (1) the complete reference designation of 

each unit, assembly, subassembly, or part, (2) reference to explanatory notes in paragraph 
6-6, (3) noun name and brief description, and (4) identification of the illustration which 
locates the part. 


6-9. Printed circuit boards, assembly boards modules, etc., are listed first as individual 
items in the maintenance parts list. In addition, at the completion of a parts listing for 
each unit, the individual circuit board, assembly board, module, etc., is then broken down 
by components into separate parts listings. When there is a redundancy of such electronic 
assemblies in subsequent units, reference is made to the parts breakdown previously listed. 


6-10. LIST OF MANUFACTURERS. 


6-11. Table 6-3 lists the manufacturers of parts used in the equipment. The table includes 
the manufacturer's code used in table 6-2 to identify the manufacturers. 


6-12. NOTES. 

6-13. The following notes provide information as referenced in table 6-2. 
NOTE 1. Power Supply PP-3917/UR used only when primary power is 400 CPS. 
NOTE 2. Power Supply PP-3916/UR used only when primary power is 60 CPS. 


NOTE 3. Maintenance Parts List for Radio Transmitter T-827/URT is listed in 
NAVSHIPS 0967-032-0010. 


NOTE 4. Base, Shock Mount, Electrical Equipment MT-3399/U is not used when 
AN/URT-23(V) is rack mounted. 


NOTE 5. Not supplied as part of the AN/URT-23(V). 


NOTE 6. Selected for desired tune power at the time of installation. 
No feos V- fle (she eu Se pp fe men AGry LZ yS#t 
Pa gestn7" CSepplled as park eX Le nmanead 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 Table 6-1 
PARTS LIST 


TABLE 6-1. LIST OF UNITS 


al ifier 


Power Supply PP-3917/UR Power Supply 


Power Supply PP-3916/UR Power Supply 


Radio Trans- T-827/URT Exciter 
mitter 


Base, Shock 
Mount, Electri- | MT-3399/U Shock Mount 
cal Equipment 


Ancillary items 


TABLE 6-2. MAINTENANCE PARTS LIST 


AMPLIFIER, RADIO FREQUENCY AM-3924(P)/URT 
NAME AND DESCRIPTION 


AMPLIFIER, RADIO FREQUENCY AM-3924(P)/URT: 
MFR 14304, PN 391-1000 


CHASSIS-PANEL ASSEMBLY: MFR 14304 
PN 391-3100 


FAN: 115V, 400 CPS, 1 ¢, MFR 14304, 
PN B22-0001-000 


MOTOR, SYNCHRONOUS: 115 V, 60 CPS, 1 ¢, 6 RPM, 
MFR 14304, PN B11-0004-000 


METER TIME ELAPSE: 120 V, 60 CPS, 1 ¢, 1000 HRS, 
MFR 14304, PN B31-0001-000 


CAPACITOR, FIXED PAPER: MIL type CP53B1EF205K1 


CAPACITOR, FIXED CERAMIC: 0.005 UF + 20%, 
3000VDCW, MFR 14304, PN C11-0003-001 


SAME AS 1A1C2 
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Table 6-2 NAVSHIPS 0967-191-7010 AN/URT-23(V) 
PARTS LIST 


TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG NOTES NAME AND DESCRI PTION 

1A1C4 CAPACITOR, FIXED MICA: MIL type CM60B103K 

1A1C5 CAPACITOR, FIXED CERAMIC: MIL type CK63AY103X 

1A1C6 SAME AS 1A1C5 

through 

1A1C13 

1A1C14 NOT USED 

1A1C15 SAME AS 1A1C5 

through 

1A1C17 

1A1C18 NOT USED 

1A1C19 SAME AS 1A1C5 

through 

1A1C21 

1A1C22 NOT USED 

1A1C23 SAME AS 1A1C5 

1A1C24 SAME AS 1A1C5 

1A1C25 NOT USED 

1A1C26 SAME AS 1A1C5 

through 

1A1C28 

1A1C29 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CE5C1470K 

1A1C30 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CE51C401F 

1A1C31 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CE51C251F 

1A1C32 SAME AS 1A1C5 

through 

1A1C34 

1A1C35 CAPACITOR, FIXED CERAMIC: 3PF NPO +5%, 


5000 VDCW, MFR 71590, PN 855-32 
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AN/URT-23(V) NAVSHIPS 0967 -191-7010 Table 6-2 
PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


REF 


DESIG NAME AND DESCRIPTION 
1A1C36 CAPACITOR, FIXED MICA: MIL type CM06D751J03 
1A1C37 SAME AS 1A1C5 
through 
1A1C48 
1A1C49 CAPACITOR, FIXED PAPER: 0.5 UF +10%, 2500 VDCW, 

MFR 53021, PN 702012-1603 
1A1CRI1 DIODE: MIL type 1N3611 
1A1CR2 SAME AS 1A1CR1 
1A1CR3 DIODE: MIL type 1N3000B 
1A1CR4 DIODE: MIL type 1N3002B 
1A1CR5 SAME AS 1A1CR4 
1A1CR6 SAME AS 1A1CR4 
1A1CR7 DIODE: MIL type 1N753A 
1A1CR8 SAME AS 1A1CR7 
through 
1AICRI11 
1A1CR12 SAME AS 1A1CR1 
1A1CR13 DIODE: MIL type 1N914 
1A1CR14 SAME AS1A1CR1 
1A1DS1 ALARM, SONALERT: 6-28 VDC, 3-14 MA, SOUND 
68-80 DB, 2.5 KC, MFR 18787, PN SC-628 
1A1DS2 LAMP, NEON: MIL type MS25252NE2D 
1A1DS3 SAME AS 1A1DS2 
1A1DS4 NOT USED 
1A1DS5 LAMP, INCANDESCENT: MIL type MS25237-327T 
1A1F1 FUSE, CARTRIDGE: MIL type F6é6-64— 
F £06 Seo VEGAS 
1A1F2 SAME AS 1A1F1 
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Table 6-2 NAVSHIPS 0967 -191-7010 AN/URT-23(V) 


PARTS LIST 
TABLE 6-2. MAINTENANCE PARTS LIST (Cont) %» 
REF FIG. 
DESIG NOTES NAME AND DESCRIPTION 
1A1F3 SAME AS 1A1F1 5-8 
1A1F4 FUSE, CARTRIDGE: MIL type F02A4=tA . 5-8 
FO2 AI SOW/AS 
1A1F5 FUSE, CARTRIDGE: MIL type Fe2A=3A— 5-8 
FOP APSO YLAS 
1A1F6 SAME AS 1A1F5 5-8 
1A1F7 FUSE, CARTRIDGE: MIL type F024-+-5*% F 5-8 
POddase Vi ~f/2AS 
1A1H1 NUT, HEX, LARGE PATTERN, (PART OF 1A1XV1/XV2): 
No. 4-40 UNC-2B, MFR 14304, PN J30-0002-003 5-5 
1A1H2 SAME AS 1A1H1 5-5 
through 
1A1H12 
1A1H13 SCREW, MACHINE, BINDING HEAD, CROSS RECESSED 
(PART OF 1A1XV1/XV2): NO. 4-40 UNC-2A, 1.75 IN. 
LONG, MFR 14304, PN J30-0002-006 5-5 
1A1H14 SAME AS 1A1H13 5-5 
through 
1A1H24 
1A1H25 LOCKWASHER, SPLIT, LIGHT SERIES, NO. 4 (PART OF 
1A1XV1/XV2): MFR 14304, PN J30-0002-007 5-5 
1A1H26 SAME AS 1A1H25 5-5 
through 
1A1H36 
1A1H37 WASHER, FLAT, FIBER (PART OF 1A1XV1/XV2: .03 
THICK X .31 OD X .12 ID, MFR 14304, PN J30-0002-009 5-5 
1A1H38 SAME AS 1A1H37 5-5 
through 
1A1H48 
1A1H49 WASHER, PLAIN, NICKEL PLATED BRASS (PART OF 
1A1XV1/XV2): .03 THICK X .31 OD X .12 ID, MFR 14304, 
PN J30-0002-010 5-5 
1A1H50 SAME AS 1A1H49 5-5 
through 
1A1H60 
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AN/URT-23(V) NAVSHIPS 0967 -191-7010 Table 6-2 
PARTS LIST 


TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 


DESIG NOTES NAME AND DESCRIPTION 

1A1J1 CONNECTOR, RECEPTACLE: MIL type UG-909A/U 

1A1J2 NOT USED 

1A1J3 CONNECTOR, RECEPTACLE: 66 PIN, RECTANGULAR, 
MFR 14304, PN J10-0001-000 

1A1J4 CONNECTOR, RECEPTACLE: 36 PIN, MFR 02660, 
PN 143-036-01-107 

1A1J5 SAME AS 1A1J4 

1A1J6 CONNECTOR, RECEPTACLE: 1 PIN, MFR 98291, 
PN SKT-10-RED 

1A1J7 SAME AS 1A1J6 

through 

1A1J11 

1A1K1 RELAY, SOLENOID: 24 VDC, 4PDT, MFR 77342, 
PN PM17A24V 

1A1K2 RELAY, SOLENOD: MIL type M5757/23-001 

1A1K3 SAME AS 1A1K2 

1A1K4 RELAY, TIME DELAY: MIL type M19648/1-021 

1A1L1 COIL, FIXED RF: MFR 14304, PN 391-3307 

1A1L2 COIL, FIXED RF: MIL type M516221-15 

1A1L3 COIL, FIXED RF: MIL type LT4K068 

1A1L4 SAME AS 1A1L3 

1A1L5 SAME AS 1A1L3 

1A1L6 COIL, FIXED RF: MFR 14304, PN 391-3311 

1A1M1 METER, PANEL: MFR 14304, PN 391-3677 

1A1M2 METER, PANEL: MFR 14304, PN 391-3676 

1A1MP1 SPACER, CERAMIC (PART OF 1A1XV1/XV2): MFR 


14304, PN J30-0002-001 
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Table 6-2 


REF 
DESIG 


1A1IMP2 
through 
1A1MP24 
1A1IMP25 
1A1MP26 
through 
1A1MP36 
1A1MP37 
1A1MP38 
through 
1AIMP44 


1AIMP45 


1A1IMP46 
1A1MP47 
1A1IMP48 
through 

1A1MP78 
1A1MP79 
1A1MP80 
1A1MP81 
1A1MP82 
1A1MP83 
1A1MP84 
1A1IMP85 
1A1MP86 


1A1MP87 


NOTES 


NAVSHIPS 0967 -191-7010 


AN/URT-23(V) 


PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


NAME AND DESCRIPTION 


SAME AS 1A1MP1 


BUSHING, CERAMIC (PART OF 1A1XV1/XV2): MFR 14304, 


PN J30-0002-002 


SAME AS 1A1MP25 


SPACER, SILVER PLATE (PART OF 1A1XV1/XV2): MFR 
14304, PN J30-0002-004 


SAME AS 1A1MP37 


MOUNTING BASE (PART OF 1A1XV1/XV2): MFR 14304, 
PN J30-0002-005 


SAME AS 1A1MP45 


CONTACT FINGERS (PART OF 1A1XV1/XV2): MFR 14304 
PN J30-0002-008 


SAME AS 1A1MP47 


CONNECTOR, BEAD CHAIN: MFR 89606, PN 6-DB-SS 
BEAD CHAIN: MFR 89606, PN 6-SS 

KNOB: MIL type MS91528-1D2B 

SAME AS 1A1MP81 

KNOB: MIL type MS91528-1P2B 

SAME AS 1A1MP83 

KNOB: MIL type MS91528-3F2B 

TRANSMISSION ASSY: MFR 14304, PN 391-3250 


SPACER: MFR 14304, PN 391-3488 


FIG. 
NO. 


5-5 
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AN/URT-23(V) NAVSHIPS 0967-191-7010 
PARTS LIST 
TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 
REE NOTES NAME AND DESCRIPTION 
DESIG 
1A1MP88 SAME AS 1A1MP87 
through 
1A1MP97 
1A1P1 «K PLUG, 115V JUMPER: MFR 14304, PN 391-4000 
1A1P2 5 PLUG, 208V JUMPER: MFR 14304, PN 391-4050 
1A1P3 PLUG, 440V JUMPER: MFR 14304, PN 391-4100 
1A1P4 NOT USED 
1A1P5 PLUG, 60 CPS JUMPER: MFR 14304, PN 391-3603 
1A1P6 CONNECTOR, PLUG: MFR 98291, PN PR300 BROWN 
1A1P7 CONNECTOR, PLUG: MFR 98291, PN PR300 RED 
1A1Q1 TRANSISTOR: MIL type 2N297A 
1A1R1 NOT USED 
1A1R2 NOT USED 
1A1R3 RESISTOR, FIXED FILM: MIL type RL208512G 
1A1R4 SAME AS 1A1R3 
1A1R5 RESISTOR, FIXED COMPOSITION: MIL type RC42GF222K 
1A1R6 RESISTOR, FIXED COMPOSITION: MIL type RC42GF182K 
1A1R7 RESISTOR, FIXED COMPOSITION: MIL type RC20GF471J3 
1A1R8 SAME AS 1A1R7 
1A1R9 RESISTOR, VARIABLE WIREWOUND: MIL type 
RA20LASB103A 
1A1R10 RESISTOR, VARIABLE WIREWOUND: MIL type 
RA20NASD103A 
1A1R11 SAME AS 1A1R9 
1A1R12 SAME AS 1A1R9 
1A1R13 SAME AS 1A1R10 
ORIGINAL 


Table 6-2 
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Table 6-2 NAVSHIPS 0967-191-7010 AN/URT-23(V) 
PARTS LIST 


TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG NOTES NAME AND DESCRIPTION 


1A1R14 SAME AS 1A1R9 
1A1R15 NOT USED 
1A1R16 RESISTOR, FIXED COMPOSITION: 2.2 OHMS +5%, 
1/2 WATT, MFR 14304, PN R11-0001-001 
1A1R17 SAME AS 1A1RI16 
through 
1A1R19 
1A1R20 RESISTOR, FIXED COMPOSITION: MIL type RC20GF472J 
1A1R21 RESISTOR, FIXED COMPOSITION: MIL type RC42GF330K 
1A1R22 NOT USED 
1A1R23 NOT USED 
1A1R24 RESISTOR, FIXED COMPOSITION: MIL type RC42GF150K 
1A1R25 RESISTOR, FIXED FILM: MIL type RL42S100G Yj 
1A1R26 SAME AS 1A1R25 
through 
1A1R28 
1A1S1 SWITCH, AIR VANE: SPST, NO., MFR 14304, 
PN S95-0001-000 
1A1S2 NOT USED 
1A1S3 SWITCH, TOGGLE: MIL type MS35059-31 
1A1S4 SWITCH, TOGGLE: MIL type MS25100-22 
1A1S5 SWITCH, ROTARY: 
MFR 14304, PN 391-3673 
1A1S6 : SAME AS 1A1S3 
1A1S7 SWITCH, ROTARY: 


MFR 14304, PN 391-3660 


1A188 SWITCH, ROTARY: 
MFR 14304, PN 391-3672 


1A189 SWITCH, INTERLOCK: MIL type MS16106-4 


6-10 ORIGINAL 


AN/URT-23(V) NAVSHIPS 0967-191-7010 Table 6-2 
PARTS LIST 


TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 


Desig | NOTES NAME AND DESCRIPTION 
1A1T1 TRANSFORMER, POWER: MFR 14304, PN 391-3562 
1A1TB1 TERMINAL BOARD: MIL type 37TB12 
1A1TB2 SAME AS 1A1TB1 
1A1TB3 NOT USED 
1A1TB4 TERMINAL BOARD: MIL type 37TB13 
1A1V1 TUBE, ELECTRON: MFR 08594, PN 4CX1500B/8660 
1A1V2 SAME AS 1A1V1 
1A1XC1 NOT USED 
through 
1A1XC28 
1A1XC29 SOCKET, OCTAL: MIL type TS101P02 
1A1XC30 SAME AS 1A1XC29 
1A1XC31 SAME AS 1A1XC29 
1A1XDS1 | NOT USED 
1A1XDS2 LAMPHOLDER: MIL type LH74LC13CN 
1A1XDS3 SAME AS 1A1XDS2 
1A1XDS4 NOT USED 
1A1XDS5 LAMPHOLDER: MIL type LH73LC12RT 
1A1XF1 FUSE HOLDER: MIL type FHL12U 
1A1XF2 SAME AS 1A1XF1 
1A1XF3 SAME AS 1A1XF1 
1A1XF4 FUSE HOLDER: MFR 14304, PN J50-0004-001 
LALXF5 SAME AS 1A1XF4 
1A1XF6 FUSE HOLDER: MFR 14304, PN J50-0004-002 
1ALXF7 SAME AS 1A1XF4 
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Table 6-2 NAVSHIPS 0967-191-7010 AN/URT-23(V) 
PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG NOTES NAME AND DESCRIPTION 


1A1A1 DRIVER TUBE ASSEMBLY: MFR 14304, PN 391-3850 

1A1A1C1 SAME AS 1A1C5 

through 

1A1A1C14 

1A1A1C15 NOT USED 

1A1A1C16 NOT USED 

1A1A1C17 CAPACITOR, FIXED MICA: MIL type CM05D391J03 

1A1A1C18 SAME AS 1A1A1C17 

1A1A1C19 SAME AS 1A1C5 

1A1A1CR1 SAME AS 1A1CR13 

1A1A1CR2 SAME AS 1A1CR13 

1A1A1L1 COIL, FIXED RF: MFR 14304, PN 391-3860 y 
1A1A1L2 COIL, FIXED RF: MIL TYPE LT4K028 : 
1A1A1L3 COIL, FIXED RF: MIL type LT4K005 

1A1A1L4 SAME AS 1A1L2 

through 

1A1A11L6 

1A1A1R1 SAME AS 1A1R25 5-10 
1A1A1R2 SAME AS 1A1R25 5-10 
1A1A1R3 RESISTOR, FIXED FILM: MIL type RL20S103G 5-10 
1A1A1R4 SAME AS 1A1A1R3 5-10 
1A1A1R5 NOT USED 5-10 
1A1A1R6 RESISTOR, FIXED COMPOSITION: MIL type RC20GF560K 5-10 
1A1A1R7 RESISTOR, FIXED COMPOSITION: MIL type RC20GF103K 5-10 
1A1A1TB1 TERMINAL BOARD: 13 TERMINAL, MFR 75382, 5-10 


PN 411-1904-13 


1A1A1V1 TUBE, ELECTRON: MFR 79089, PN 8122 5-10 
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AN/URT-23(V) NAVSHIPS 0967-191~7010 Table 6-2 
PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


REF 
eee NOTES NAME AND DESCRIPTION 
Jaa1Aive2 SAME AS 1A1A1V1 

1A1A1XV1 TUBE SOCKET: 11 PIN, MFR 74970, PN 124-311-100 

LALA1XV2 SAME AS 1A1A1XV1 

1A1A2 FINAL TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3700 

1A1A2A1 2-3 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3711 

1A1A2A2 2-3 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3712 

1A1A2A3 3-4 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3713 

1A1A2A4 3-4 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3714 

1A1A2A5 4-5 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3715 

1A1A2A6 5-6 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3716 

LA1A2A7 6-7 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3717 

1A1A2A8 7-8 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3718 

1A1A2A9 8-10 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3719 

1A1A2A10 10-12 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3720 

1A1A2A11 12-14 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3721 

1A1A2A12 14-16 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3722 

1A1A2A13 16-18 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3723 
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PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG NOTES NAME AND DESCRIPTION 


1A1A2A14 18-20 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3724 

1A1A2A15 20-22 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3725 

1A1A2A16 22-24 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3726 

1A1A2A17 24-26 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3727 

1A1A2A18 26-28 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3728 

1A1A2A19 28-30 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-11 
PN 391-3729 

1A1A2C1 CAPACITOR, FIXED CERAMIC: 25 PF + 10%, 7500 5-11 
VDCW, MFR 71590, PN 850825Z 

1A1A2C2 NOT USED 

1A1A2C3 CAPACITOR, FIXED CERAMIC: 50 PF + 10%, 7500 5-11 
VDCW, MFR 71590, PN 850850Z 

1A1A2C4 CAPACITOR, FIXED CERAMIC: 100 PF + 10%, 5000 5-11 
VDCW, MFR 71590, PN 850S8100N 

1A1A2C5 SAME AS 1A1A2C4 5-11 

1A1A2C6 SAME AS 1A1A2C1 5-11 

1A1A2C7 SAME AS 1A1A2C3 5-11 

through 

1A1A2C9 

1A1A2C10 SAME AS 1A1A2C1 5-11 

1A1A2C11 SAME AS 1A1A2C3 5-11 

through 

1A1A2C17 

1A1A2C18 SAME AS 1A1A2C4 5-11 

through 

1A1A2C20 

1A1A2C25 ‘CAPACITOR, FIXED PORCELAIN: 750 PF +5 %, 5-11 


500 VDCW, MFR 95275 PN VY83C751d 
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1A1A2C26 


1A1A2C27 


1A1A2C28 


1A1A2C29 


1A1A2C30 


1A1A2C31 


1A1A2C32 


1A1A2C33 
1A1A2C34 


1A1A2C35 


1A1A2C36 


1A1A2C37 


1A1A2C38 


1A1A2C39 
through 

1A1A2C41 
1A1A2C42 
1A1A2C43 
1A1A2C44 


1A1A2C45 
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TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG ona? 


NAME AND DESCRIPTION 


CAPACITOR, FIXED PORCELAIN: 680 PF + 5%, 
500 VDCW, MFR 95275, PN VY83C681Jd 


CAPACITOR, FIXED PORCELAIN: 910 PF + 5%, 
500 VDCW, MFR 95275, PN VY83C9113 


CAPACITOR, FIXED PORCELAIN: 1000 PF + 5%, 
500 VDCW, MFR 95275, PN VY83C1023 


CAPACITOR, FIXED PORCELAIN: 360 PF + 5%, 
500 VDCW, 95275, PN VY82C361J 


CAPACITOR, FIXED PORCELAIN: 430 PF + 5%, 
500 VDCW, MFR 95275, PN VY83C431Jd 


CAPACITOR, FIXED PORCELAIN: 300 PF + 5%, 500 
VDCW, MFR 95275, PN VY82C301J 


CAPACITOR, FIXED PORCELAIN: 270 PF + 5%, 
500 VDCW, MFR 95275, PN VY82C2713 


SAME AS 1A1A2C31 5-11 
SAME AS 1A1A2C32 5-11 
CAPACITOR, FIXED PORCELAIN: 180 PF + 5%, 5-11 


500 VDCW, MFR 95275, PN VY82C181Jd 
SAME AS 1A1A2C35 


CAPACITOR, FIXED PORCELAIN: 150 PF + 5%, 
500 VDCW, MFR 95275, PN VY82C151d 


CAPACITOR, FIXED PORCELAIN: 100 PF + 5%, 
500 VDCW, MFR 95275, PN VY81C1013 


SAME AS 1A1A2C38 


SAME AS 1A1A2C35 
SAME AS 1A1A2C35 
SAME AS 1A1A2C37 


CAPACITOR, FIXED PORCELAIN: 110 PF + 5%, 
500 VDCW, MFR 95275, PN VY81C111Jd 


Table 6-2 


REF 
DESIG 


1A1A2C46 
through 

1A1A2C48 
1A1A2C49 
through 

1A1A2C52 
1A1A2C53 
1A1A2C54 
through 

1A1A2C56 


1A1A2C57 


1A1A2C58 
1A1A2C59 
1A1A2C60 
through 

1A1A2C62 
1A1A2C63 
1A1A2C64 
through 

1A1A2C66 


1A1A2C67 


1A1A2C68 


1A1A2P1 


1A1A2R1 


1A1A2R2 
through 
1A1A2R8 
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PARTS LIST 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


NOTES NAME AND DESCRIPTION 


SAME AS 1A1A2C45 


SAME AS 1A1A2C38 


CAPACITOR, FIXED PORCELAIN: 75 PF + 5% 
500 VDCW, MFR 95275, PN VY81C7503 


SAME AS 1A1A2C53 


CAPACITOR, FIXED PORCELAIN: 300 PF + 5%, 
2500 VDCW, MFR 14304, PN C11-0004-018 


SAME AS 1A1A2C57 


CAPACITOR, FIXED PORCELAIN: 56 PF + 5%, 
500 VDCW, MFR 95275, PN VY81C5603 ° 


SAME AS 1A1A2C59 


CAPACITOR, FIXED PORCELAIN: 51 PF + 5%, 
500 VDCW, MFR 95275, PN VY81C5103 


SAME AS 1A1A2C63 


CAPACITOR, FIXED PORCELAIN: 240 PF + 5%, 
2500 VDCW, MFR 14304, PN C11-0004-024 


CAPACITOR, FIXED PORCELAIN: 220 PF + 5%, 
2500 VDCW, MFR 14304, PN C11-0004-009 


CONNECTOR, PLUG: MIL type UG-88E/U 
RESISTOR, FIXED COMPOSITION: MIL type RC42GF273K 


SAME AS 1A1A2R1 
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TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


NOTES NAME AND DESCRIPTION poss 

1A1A2S81. | | SWITCH ASSEMBLY, ROTARY: MFR 14304, erg 
PN 391-3732 
1A1A3 VSWR BRIDGE ASSEMBLY: MFR 14304, PN 391-3420 5-12 
1A1A3C1 CAPACITOR, FIXED MICA: MIL type CM05F361J03 5-12 
1A1A3C2 CAPACITOR, FIXED ELECTROLYTIC: MIL type 5-12 
CS13BE225K 

1A1A3C3 CAPACITOR, FIXED CERAMIC: MIL type CK60AW102M 5-12 
1A1A3C4 SAME AS 1A1A3C3 5-12 
1A1A3C5 SAME AS 1A1A3C2 5-12 
1A1A3C6 CAPACITOR, VARIABLE GLASS: MIL type PC51H160 5-12 
1A1A3CR1 SAME AS 1A1CR13 5-12 
through 
1A1A3CR6 
1A1A3J1 SAME AS 1A1J1 5-12 
1A1A3J2 CONNECTOR, COAXIAL: MIL type UG-625B/U 5-12 
1A1A3L1 COIL, FIXED RF: MIL type LT4K071 5-12 
1A1A3R1 RESISTOR, FIXED FILM: MIL type RL32S560G 5-12 
1A1A3R2 SAME AS 1A1A3R1 5-12 
1A1A3R3 RESISTOR, FIXED FILM: MIL type RLO7S103J 5-12 
1A1A3R4 RESISTOR, FIXED FILM: MIL type RLO7S4733 5-12 
1A1A3R5 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF272J 5-12 
1A1A3R6 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF682J 5-12 
1A1A3R7 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF393J | 5-12 
1A1A3R8 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF1243 | 5-12 
1A1A3R9 RESISTOR, FIXED COMPOSITION: MIL type RC20GF105J | 5-12 
1A1A3T1 TRANSFORMER, TOROID: MFR 14304, PN 391-3426 5-12 
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FIG. 
NAME AND DESCRIPTION NO 
1A1 A4 DRIVER TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3800 
1A1A4C1 SAME AS 1A1C5 5-13 
1A1A4C2 SAME AS 1A1C5 5-13 
1A1A4R1 RESISTOR, FIXED COMPOSITION: MIL type RC42GF102K 5-13 
1A1A481 SWITCH ASSEMBLY: MFR 14304, PN 391-3833 5-13 
1A1A4TB1 TERMINAL BOARD: 6 TERMINAL, MFR 75382, 5-13 
PN 411-1904-6 
1A1A4TP1 JACK, TEST: MIL type MS16108-2A 5-13 
1A1A4A1 2-2.5 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3807 
1A1A4A2 2.5-3.0 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3808 Yy 
1A1A4A3 3.0-4.0 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 : 
PN 391-3809 
1A1A4A4 4.0-6.0 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3810 
1A1A4A5 6.0-8.0 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3811 
1A1A4A6 8.0-10 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3812 
1A1A4A6C1 CAPACITOR, FIXED CERAMIC: MIL type CC25CH390G 5-13 
1A1A4A6L1/L2 COIL ASSEMBLY: MFR 14304, PN 391-3812-1 5-13 
1A1A4A6R1 SAME AS 1A1R5 5-13 
1A1LA4A7 10-12 MC TRANSFORMER ASSEMBLY: MFR 14304, 5-13 
PN 391-3813 
1A1A4A7C1 CAPACITOR, FIXED CERAMIC: MIL type CC25CH330G 5-13 
1A1A4A7L1/L2 COIL ASSEMBLY: MFR 14304, PN 391-3813-1 5-13 


1LALA4A7RI1 SAME AS 1A1R5 5-13 
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1A1A4A8 


1A1A4A8C1 
1A1A4A8L1/L2 
1A1A4A8R1 


1A1A4A9 


1A1A4A9C1 
1A1A4A9L1/L2 
LALA4A9R1 


1A1A4A10 


1A1A4A10C1 
1A1A4A10L1/L2 
1A1A4A10R1 


1A1A4A11 


1A1A4A11C1 
1A1A4A11L1/L2 
1A1A4A11R1 


1A1A4A12 


1A1A4A12C1 
1A1A4A12L1/L2 
1A1A4A12R1 


1A1A4A13 


ORIGINAL 
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NAME AND DESCRIPTION 


12-14 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3814 


CAPACITOR, FIXED CERAMIC: MIL type CC25CH300G 
COIL ASSEMBLY: MFR 14304, PN 391-3814-1 
SAME AS 1A1R5 


14-16 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3815 


CAPACITOR, FIXED CERAMIC: MIL type CC25CH270G 
COIL ASSEMBLY: MFR 14304, PN 391-3815-1 
SAME AS 1A1R5 


16-18 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3816 


SAME AS 1A1A4A9C1 
COIL ASSEMBLY: MFR 14304, PN 391-3816-1 
RESISTOR, FIXED COMPOSITION: MIL type RC42GF272K 


18-20 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3817 


SAME AS 1A1A4A9C1 
COIL ASSEMBLY: MFR 14304, PN 391-3817-1 
SAME AS 1A1A4A10R1 


20-22 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3818 


CAPACITOR, FIXED CERAMIC: MIL type CC20CH240G 
COIL ASSEMBLY: MFR 14304, PN 391-3818-1 
SAME AS 1A1A4A10R1 


22-24 TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3819 


Table 6-2 


FIG. 


Table 6-2 


1A1A4A13C1 


| 1A1A4A13L1/L2 
1A1A4A13R1 


1A1A4A14 


1A1A4A14C1 
1A1A4A14L1/L2 
1A1A4A14R1 


1A1A4A15 


1A1A4A15C1 
1A1A4A15L1/L2 


1A1A4A16 


1A1A4A16C1 
1A1A4A16L1/L2 


1A1A5 
1A1A5C1 
1A1A5C2 


1A1A5C3 
1A1A5C4 
1A1A5C5 


1A1A5C6 


1A1A5CR1 
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NAME AND DESCRIPTION 


SAME AS 1A1A4A12C1 


RESISTOR, FIXED COMPOSITION: MIL type RC42GF472K 


24-26 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3820 


SAME AS 1A1A4A9C1 
COIL ASSEMBLY: MFR 14304, PN 391-3820-1 
RESISTOR, FIXED COMPOSITION: MIL type RC42GF822K 


26-28 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3821 


SAME AS 1A1A4A9C1 
COIL ASSEMBLY: MFR 14304, PN 391-3821-1 


28-30 MC TRANSFORMER ASSEMBLY: MFR 14304, 
PN 391-3822 


SAME AS 1A1A4A12C1 
COIL ASSEMBLY: MFR 14304, PN 391-3822-1 


POWER CONTROL PCB ASSEMBLY, MFR 14304, 
PN 391-3360 


CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BE476K 


CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BE336K 


CAPACITOR, FIXED CERAMIC: MIL type CK62AW822M 
SAME AS 1A1A3C3 
SAME AS 1A1A3C3 


CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BF105K 


SAME AS 1A1CR1 
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1A1A5CR2 
1A1A5CR3 
through 
1A1A5CR6 
1A1A5CR7 
1A1A5CR8 
1A1A5CR9 
1A1A5CR10 
through 
1A1A5CR16 
1A1A5CR17 
1A1A5CR18 
1A1A5CR19 
1A1A5CR20 
1A1A5CR21 
through 
1A1A5CR29 
1A1A5CR30 
1A1A5CR31 
1A1A5CR32 
1A1A5MP1 
1A1A5Q1 
1A1A5Q2 
1A1A5Q3 
1A1A5Q4 
1A1A5Q5 


1A1A5Q6 
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REF 
DESIG NOTES 


NAME AND DESCRIPTION 


DIODE: MIL type 1N277M 


SAME AS 1A1A5CR2 


SAME AS 1A1CR1 
SAME AS 1A1A5CR2 
SAME AS 1A1CR13 


SAME AS 1A1A5CR2 


SAME AS 1A1CR1 
NOT USED 

SAME AS 1A1CR7 
SAME AS 1A1CR7 


SAME AS 1A1CR1 


SAME AS 1A1CR7 

SAME AS 1A1CR7 

SAME AS 1A1CR1 

POWER CONTROL PCB: MFR 14304, PN 391-3362 
NOT USED 

TRANSISTOR: MIL type 2N1132 

TRANSISTOR: MIL type 2N1613 

TRANSISTOR: MIL type 2N404 

SAME AS 1A1A5Q4 


TRANSISTOR: MIL type 2N398A 
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TABLE 6-2. MAINTENANCE PARTS LIST (Cont) -) 
FIG. 


| REF 
DESIG NOTES 


1A1A5Q7 
through 
1A1A5Q11 
1A1A5Q12 
1A1A5R1 
1A1A5R2 


1A1A5R3 


1A1A5R4 


1A1A5R5 


1A1A5R6 


1A1A5R7 


1A1A5R8 

1A1A5R9 

1A1A5R10 
1A1A5R11 
1A1A5R12 
1A1A5R13 
1A1A5R14 
1A1A5R15 
1A1A5R16 
1A1A5R17 
1A1A5R19 


1A1A5R20 
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NAME AND DESCRIPTION 


SAME AS 1A1A5Q3 


SAME AS 1A1A5Q4 
NOT USED 


NOT USED 


RESISTOR, FIXED COMPOSITION: 


RCO7GF472K 


RESISTOR, FIXED COMPOSITION: 


RCO7GF391K 


RESISTOR, FIXED COMPOSITION: 


RCO7GF182K 


RESISTOR, FIXED COMPOSITION: 


RCO7GF331K 


RESISTOR, FIXED COMPOSITION: 


RCO7GF221K 


SAME AS 1A1A5R3 


RESISTOR, FIXED COMPOSITION: 


SAME AS 1A1A5R3 


SAME AS 1A1A5R3 


RESISTOR, FIXED COMPOSITION: 


RESISTOR, FIXED COMPOSITION: 


SAME AS 1A1A5R4 


SAME AS 1A1A5R7 


RESISTOR, FIXED COMPOSITION: 
RESISTOR, FIXED COMPOSITION: 
RESISTOR, FIXED COMPOSITION: 


RESISTOR, FIXED COMPOSITION: 


MIL type 


MIL type 


MIL type 


MIL type 


MIL type 


MIL type RCO7TGF102K 


MIL type RCO7GF122K 


MIL type RCO7TGF181K 


MIL type RCOTGF821K 
MIL type RCO7GF223K 
MIL type RC32GF471K 


MIL type RCO7TGF103K 


ORIGINAL 
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TABLE 6-2, MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG NOTES NAME AND DESCRIPTION 


1A1A5R21 SAME AS 1A1A5R20 
1A1A5R22 SAME AS 1A1A4R1 
| 1A1A5R25 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF681K 

1A1A5R26 SAME AS 1A1A5R6 

1A1A5R27 SAME AS 1A1A5R6 

1A1A5R28 SAME AS 1A1A5R7 

1A1A5R29 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF222K 

1A1A5R30 SAME AS 1A1A5R29 

through 

1A1A5R33 

1A1A5R34 RESISTOR, FIXED COMPOSITION: MIL type RC20GF101K 

1A1A5R35 RESISTOR, FIXED COMPOSITION: MIL type RC20GF391K 

1A1LA5TP1 JACK, TEST: MFR 74970, PN 105-758 

1A1A5 TP2 JACK, TEST: MFR 74970, PN 105-752 

1A1A5TP3 JACK, TEST: MFR 74970, PN 105-756 

1A1A5TP4 JACK, TEST: MFR 74970, PN 105-757 

1A1LA5TP5 JACK, TEST: MFR 74970, PN 105-754 

1A1A6 APC-PPC PCB ASSEMBLY: MFR 14304, 
PN 391-3340 

1A1A6C1 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BG156K 

1A1A6C2 NOT USED 

1A1A6C3 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BE106K 

1A1A6C4 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BC227K 
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NAME AND DESCRIPTION Ae 
1A1A6C5 SAME AS 1A1A3C3 5-15 
1A1A6C6 CAPACITOR, FIXED ELECTROLYTIC: MIL type 5215 
CS13BF335K 
LALAGCR1 SAME AS 1A1A5CR2 5-15 
1A1A6CR2 SAME AS 1A1CR1 5-15 
LALAGCR3 DIODE: MIL type 1N3033B 5-15 
LALAGCR4 | — SAME AS 1A1A6CR3 5-15 
LALAGCR5 SAME AS 1A1A5CR2 ais 
1A1AG6CR6 NOT USED 
1A1A6CR7 SAME AS 1A1A5CR2 5-15 
1A1A6CR8 SAME AS 1A1A5CR2 5=15 
1A1A6CR9 SAME AS 1A1CR13 5-15 a 
1A1A6CR10 NOT USED | 
1A1A6CR11 SAME AS 1A1CR13 5-15 
through 
1A1A6CR13 
1A1A6CR14 SAME AS 1A1CR1 5-15 
through 
1A1A6CR17 
1A1A6CR18 SAME AS 1A1CR13 5-15 
1A1A6CR19 SAME AS 1A1A5CR2 5-15 
1A1A6CR20 SAME AS 1A1CR13 5-15 
1A1A6CR21 SAME AS 1A1A5CR6 5-15 
through 
1A1 A6CR26 
1A1A6Q1 SAME AS 1A1A5Q3 5-15 
1A1A6Q2 SAME AS 1A1A5Q3 5-15 
1A1A6Q3 SAME AS 1A1A5Q6 5-15 
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1A1A6Q4 
through 
1A1 A6Q6 
1A1A6Q7 
1A1A6Q8 
1A1A6Q9 
1A1A6Q10 
through 
1A1A6Q12 
1A1A6Q13 
1A1A6Q14 
through 
1A1A6Q16 
1A1A6Q17 


1A1A6Q18 


1A1A6Q19 


1A1A6Q20 
1A1A6Q21 
1A1A6R1 
1A1A6R2 
1A1A6R3 
1A1A6R4 
1A1A6R5 
1A1A6R6 
1A1A6R7 
1A1A6R8 


1A1A6R9 
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NOT USED 


TRANSISTOR: MIL type 2N1309 
SAME AS 1A1A5Q3 
SAME AS 1A1A5Q2 


SAME AS 1A1A5Q3 


SAME AS 1A1A5Q2 


SAME AS 1A1A5Q3 


SAME AStATASQE 
TRaas, PII fope QVAACEA 
NOT USED 
SAME AS 1A1A5Q6 
SAME AS 1A1A5Q6 
SAME AS 1A1A5Q3 
SAME AS 1A1A5R5 
RESISTOR, FIXED COMPOSITION: MIL type RCO7GF473K 
RESISTOR, FIXED COMPOSITION: MIL type RCO7GF682K 
SAME AS 1A1A5R17 
NOT USED 
RESISTOR, FIXED COMPOSITION: MIL type RCO7GF104K 
SAME AS 1A1A5R3 
RESISTOR, FIXED COMPOSITION: MIL type RCO7GF273K 


RESISTOR, FIXED COMPOSITION: MIL type RCO7GF333K 
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NAME AND DESCRIPTION 


1A1A6R10 SAME AS 1A1A5R3 


1A1A6R11 SAME AS 1A1A5R5 


1A1A6R12 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF822K 


1A1A6R13 SAME AS 1A1A6R2 


SAME AS 1A1A5R29 


1A1A6R14 


1A1A6R15 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF562K 


1A1A6R16 SAME AS 1A1A5R12 


1A1A6R17 SAME AS 1A1A5R20 


SAME AS 1A1A5R13 


1A1A6R18 


1A1A6R19 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF123K 


SAME AS 1A1A5R6 


1A1A6R20 


1A1A6R21 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF183K 


1A1A6R22 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF124K 


1A1A6R23 RESISTOR, FIXED COMPOSITION: MIL type RCO7TGF222K 5-15 
1A1 A6R24 SAME AS 1A1A5R20 5-15 
1A1A6R25 6 RESISTOR, FIXED COMPOSITION: MIL type RCO7TGF K 5-15 
1A1A6R26 RESISTOR, FIXED COMPOSITION: MIL type RCO7TGF272K 5-15 


1A1A6R27 SAME AS 1A1A5R17 


SAME AS 1A1A6R19 


1A1A6R28 


1A1 A6R29 SAME AS 1A1A5R9 


SAME AS 1A1A5R6 


1A1A6R30 


1A1A6R31 SAME AS 1A1A6R3 


SAME AS 1A1A6R19 


1A1 A6R32 


1A1A6R33 SAME AS 1A1A6R15 
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ea NOTES NAME AND DESCRIPTION 
1A1A6R34 SAME AS 1A1A5R5 
1A1A6R35 SAME AS 1A1A6R26 
1A1A6R36 RESISTOR, FIXED COMPOSITION: MIL type RC20GF683K 
1A1A6R37 NOT USED | 
1A1A6R38 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF122K 
1A1A6R39 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF392K 
1A1A6R40 SAME AS 1A1A5R17 
1A1LA6R41 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF563K 
LALAGR42 RESISTOR, FIXED COMPOSITION: MIL type RC42GF682K 
1ALA6R43 SAME AS 1A1A5R29 
1A1A6R44 SAME AS 1A1A5R29 
1A1AGR45 SAME AS 1A1A6R6 
1A1A6R46 SAME AS 1A1A6R26 
1A1A6R47 SAME AS 1A1A5R20 
1A1A6R48 SAME AS 1A1A6R9 
1A1LAG6R49 SAME AS 1A1A5R20 
1A1A6R50 NOT USED 
through 
1A1A6R53 
1ALAGR54 SAME AS 1A1A6R8 
LALAGTP1 SAME AS 1A1A5TP1 
LALAGTP2 SAME AS 1A1A5TP2 
LALAGTP3 SAME AS 1A1A5TP3 
LALAGTPA4 SAME AS 1A1A5TP4 
LALAT METER RESISTOR PCB ASSEMBLY: MFR 14304, 


PN 391-3400 
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_1A1A7RI1 


1A1A7R2 
1A1A7R3 
1A1A7R4 
through 
1A1A7R6 
1A1A7R7 
1A1A7R8 
1A1A7R9 
1A1A7R10 
through 
1A1A7R12 
1A1A7R13 
1 A1A7R14 
1A1A7R15 
1A1A7R16 
1A1A7R17 
1A1A7R18 
through 
1A1A7R20 
1A1A7R21 
1A2 
1A2C1 


1A2C2 


1A2FL1/35 


1A2J1 
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RC42GF393K 


SAME AS 1A1A7R1 
SAME AS 1A1A7R1 


NOT USED 


RESISTOR, FIXED FILM: MIL type RL428125G 
SAME AS 1A1A7R7 
SAME AS 1A1A1R7 


NOT USED 


SAME AS 1A1A7R7 
SAME AS 1A1A7R7 
SAME AS 1A1A1R7 


RESISTOR, FIXED FILM: MIL type RL32S8474G 


RESISTOR, FIXED FILM: MIL type RL328514G 


SAME AS 1A1A7R17 


SAME AS 1A1A1R7 

CASE ASSEMBLY: MFR 14304, PN 391-2000 
SAME AS 1A1C5 

SAME AS 1A1C5 

FILTER, INPUT LINE: MFR 14304, PN 391-2300 


CONNECTOR, RECEPTACLE: MIL type MS3102R28-17S 
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1A2J2 NOT USED 

1A2J3 CONNECTOR, COAXIAL: MIL type UG-556B/U 5-17 

1A2J4 SAME AS 1A2J3 5-17 

1A2J6 NOT USED 

through 

1A2J8 

1A2J9 SAME AS 1A1J1 5-17 

1A2K1 RELAY, COAXIAL: 28 VDC, SPDT, MFR 00471, 5-17 
PN DK-137 

1A2P1 SAME AS 1A1A2P1 5-17 

1A2P2 NOT USED 

1A2P3 CONNECTOR, PLUG: MFR 14304, PN 391-2405 5-17 

1A2P4 SAME AS 1A1A2P1 5-17 

through 

1A2P7 

1A281 SAME AS 1A189 5-17 

1A2S2 SAME AS 1A189 5-17 

1A2A1 FILTER BOX ASSEMBLY: MFR 14304, PN 391-2100 5-17 

1A2A1C1 CAPACITOR, FIXED CERAMIC: MIL type CK70AW152M 5-17 

1A2A1C2 SAME AS 1A2A1C1 5-17 

through 

1A2A1C21 

1A2A1C22 SAME AS 1A1C5 5-17 

1A2A1CR1 SAME AS 1A1CR1 5-17 

1A2A1CR2 SAME AS 1A1CR1 5-17 

1A2A1J1 NOT USED 

1A2A1J52 CONNECTOR, RECEPTACLE: MIL type MS3102R28-128 5-17 
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TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


NAME AND DESCRIPTION 


1A2A1J3 
through 
1A2A1J5 


NOT USED 


1A2A1J6 


CONNECTOR, RECEPTACLE: MIL type MS3102R20-278S 


1A2A1J37 CONNECTOR, RECEPTACLE: MIL type MS3102R28-21S 


1A2A1J8 CONNECTOR, RECEPTACLE: MIL type MS3102R18-15S 


POWER SUPPLY PP-3917/UR 


1A1A8 POWER SUPPLY PP-3917/UR: MFR 14304, 
PN 391-9000 
1A1A8C1 CAPACITOR, FIXED PAPER: MIL type CP70B1EF106K1 
1A1 A8CR1 a DIODE STACK: RECTIFIER, SILICON, 3f BRIDGE, 
2400 PIV, 50A, MFR 14304, BaA+-D22~5002—000. 
; PY YP ~ 90S 
1A1A8CR2 SAME AS 1A1A8CR1 P97? -4 o1g7 
1A1 A8CR3 DIODE STACK: RECTIFIER, SILICON, 3% BRIDGE, 
1000 V PIV, 50 A, MFR 14304, PN D22-5001-000 
1A1A8P1 FANNING STRIP: MFR 14304, PN 391-9038 
1A1 A8P2 FANNING STRIP: MFR 14304, PN 391-9039 
1A1A8T1 TRANSFORMER, POWER: MFR 14304, PN 391-9015 
1A1A8T2 TRANSFORMER, POWER: MFR 14304, PN 391-9014 
1A1A8A1 INVERTER ASSEMBLY: MFR 14304, PN 391-9100 
1A1A8A1C1 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CL25BJ151TP3 
1A1A8A1C2 CAPACITOR, FIXED PAPER: MIL type CP05 A1KC223K3 
1A1A8A1C3 SAME AS 1A1A8A1C2 
1A1A8A1CR1 SAME AS 1A1CR1 
1A1 A8A1CR2 SAME AS 1A1CR1 
1A1A8A1CR3 SAME AS 1A1CR1 " 


FIG. 
NO. 
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AN/URT-~23(V) 


POWER SUPPLY PP-3916/UR 


2 


2Al 


2A1C1 


2A1C2 


2A1C3 


2A1CR1 


2A1CR2 


ORIGINAL 


POWER SUPPLY PP-3916/UR: MFR 14304, PN 391-6000 
CHASSIS PANEL ASSEMBLY: MFR 14304, PN 391-8100 


CAPACITOR, FIXED PAPER: 25 UF + 10%, 
600 VDCW, MFR 53021, PN 702012-5602 


CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CE71C142G 


SAME AS 2A1C2 
SAME AS 1A1A8CR3 


SAME AS 1A1A8CR1 PY ePe vos 


NAVSHIPS 0967 -191-7010 Table 6-2 
PARTS LIST 
TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 
REF FIG, | 
DESIG NOTES NAME AND DESCRIPTION NO. 

1A1A8A1Q1 TRANSISTOR: TYPE 2N2290B, MFR 04713, PN 2N2290 
1A1A8A1Q2 SAME AS 1A1A8A1Q1 
1A1A8A1R1 RESISTOR, FIXED COMPOSITION: MIL type RC20GF100K 
1A1A8A1R2 RESISTOR, FIXED COMPOSITION: MIL type RC32GF222K 
1A1A8A1R3 SAME AS 1A1A8A1R1 
1A1A8A1R4 SAME AS 1A1A8A1R2 
1A1A8A1T1 TRANSFORMER, TOROD: MFR 14304, PN 391-9104 
1A1A8A2 BLEEDER RESISTOR ASSEMBLY: MFR 14304, 

PN 391-9200 
1A1A8A2R1 RESISTOR, FIXED COMPOSITION: MIL type 

RC42GF224K 
1A1A8A2R2 SAME AS 1A1A8A2R1 
through 
1A1A8A2R5 
1A1A8A2R6 RESISTOR, FIXED COMPOSITION: MIL type 

RC42GF683K 
1A1A8A2R7 SAME AS 1A1A8A2R6 
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spe att 


2A1XF1 SAME AS 1A1XF6 
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TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 
REF ; FIG. 
DESIG NOTES NAME AND-DESCRIPTION NO. 
2A1CR3 SAME AS 1A1A8CRl1 £97 f- 7OS_ 5-20 
2A1CR4 DIODE: MFR 04713, PN 1N4721 5-20 
2A1CR5 SAME AS 2A1CR4 5-20 
through 
2A1CR7 
2A1CR8 SAME AS 1A1CRI1 5-20 
through 
2A1CR11 
2A1DS1 SAME AS 1A1DS2 5-20 
2A1F1 ys FUSE, CARTRIDGE: MIL type #02B=3A 5-20 
FOSAXSO V- BAS 
2A1F2 FUSE, CARTRIDGE: MIL type F02A1-5A 5-20 
2A1Q1 TRANSISTOR: MIL type 2N1412 5-20 
2A1Q2 SAME AS 2A1Q1 5-20 
2A1R1 RESISTOR, FIXED COMPOSITION: MIL type RC42GF100K 5-20 
2A1R2 SAME AS 2A1R1 5-20 
2A1R3 RESISTOR, FIXED COMPOSITION: MIL type RC20GF682K 5-20 
2A1R4 SAME AS 2A1R3 5-20 
2A1R5 SAME AS 2A1R1 5-20 
2A1R6 SAME AS 2A1R1 5-20 
2A1S1 SWITCH, THERMAL: SPST, OPEN AT 185°, 5-20 
MFR 14304, PN S70-0002-000 
2A1S2 SAME AS 1A189 
through 
2A1S4 
2A1T1 TRANSFORMER, TOROID: MFR 14304, PN 391-8405 
2A1TB1 TERMINAL BOARD: MIL type 37TB24 
2A1XDS1 SAME AS 1A1XDS2 
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FIG. 
NO. 


TABLE 6-2. MAINTENANCE PARTS LIST (Cont) 


NAME AND DESCRIPTION 


2A1XF2 SAME AS 1A1XF4 5-20 
2Al1Al BLEEDER RESISTOR ASSEMBLY: MFR 14304, 5-20 
PN 391-8111 

2A1A1R1 SAME AS 1A1A8A2R6 5-20 
2A1A1R2 SAME AS 1A1A8A2R6 5-20 
2A1A1R3 SAME AS 1A1A8A2R1 5-20 
through 

2A1A1R7 

2A2 CASE ASSEMBLY: MFR 14304, PN 391-8700 5-20 
2A2J1 CONNECTOR, RECEPTACLE: MIL type MS3102R28-17P 5-20 
2A2P1 PLUG, 208 V JUMPER: MFR 14304, PN 391-8200 5-20 
2A2P2 PLUG, 440 V JUMPER: MFR 14304, PN 391-8300 5-20 
2A2T1/T2 CASE AND TRANSFORMER ASSEMBLY: MFR 14304, 5-20 


PN 391-7200 


2A2TB1 


SAME AS 2A1TB1 


RADIO TRANSMITTER T-827/URT 


BASE, SHOCK MOUNT, ELECTRICAL EQUIPMENT 
MT-3399/U: MFR 14304, PN 391-0900 


ANCILLARY ITEMS 


CABLE ASSEMBLY W1: MFR 14304, PN 399-0025 
CABLE ASSEMBLY W2: MFR 14304, PN 399-0026 


CABLE ASSEMBLY W3: MFR 14304, PN 399-0027 


CONN, PLUG, ELEC: MFR 12143, PN 10-109620-19S 
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DESIG NAME AND DESCRIPTION 


CONN, PLUG, ELEC: 


CONN, PLUG, ELEC: 
CONN, COAX, ELEC: 
CONN, COAX, ELEC: 


TABLE 6-3. 


MFR CODE 


Dow Key Co., Ine. 


Amphenol-Borg Electronics Corp. 


Motorola Inc. 
Semiconductor Products Div. 


Eital McCullogh, Inc. 


Bendix Corp., Scintilla Division 


RF Communications, Inc. 


Electropac, Inc. 


Sangamo Electric Company 


Centralab Div. of Globe-Union, Inc. 


E. F. Johnson, Inc. 


Kulka Mfg. Company 


Potter & Brumfield Div. of 
American Machine & Foundry Co. 


Radio Corporation of America 
RCA Victor Television Division 


Voland Corporation 


MFR 12143, PN 10-109618-1P 
MFR 12143, PN 10-19628-12P 
MIL type UG-982/U 

MIL type UG-941B/U 


LIST OF MANUFACTURERS 


ADDRESS 


Warren, Minn. 
Broadview-Chicago, Mil. 


Phoenix, Ariz. 


Salt Lake City, Utah 
Santa Ana, California 
Rochester, New York 
Peterborough, N.H. 
Springfield, Illinois 
Milwaukee, Wisc. 
Waseca, Minn. 

Mt. Vernon, New York 


Princeton, Ind. 


Camden, N.J. 


New Rochelle, New York 


ORIGINAL 


AN/URT-23(V) NAVSHIPS 0967 -191-7010 Table 6-3 
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TABLE 6-3. LIST OF MANUFACTURERS (Cont) 


Vitramon, Inc. Bridgeport, Conn. 


United Control Corporation Seattle, Washington 


Sealectro Corporation New Rochelle, New York 
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SUPPLEMENTARY PARTS LIST 
NOTE 


This parts list has been corrected by means of the 
following supplementary table. For any givenitem, 
always refer first to the appropriate listing in the 
supplementary table, since it completely supersedes 
any corresponding listing in the basic table. If no 
information is shown for a given item, refer to the 
basic table for the required information. 


TABLE 6-2A. MAINTENANCE PARTS LIST 


NAME AND DESCRIPTION 


1A1B3 METER TIME ELAPSE: 120V, 60 CPS, 1, 1000 HRS, 


MFR 14304, PN B31-0001-000 


1A1C2 CAPACITOR, FIXED CERAMIC: 0.005 UF + 20% 


3000 VDCW, MFR 14304; PN C11-0003-001 
1A1C3 SAME AS 1A1C2 


1A1C4 
1A1C29 


CAPACITOR, FIXED MICA: MIL type CM60B103K03 
CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CE51C470K 

CAPACITOR, FIXED, PAPER: 0.5 UF+10%, 2500 VDCW, 
MFR 53021, PN 702012-1603 

CONNECTOR, COAXIAL: MIL type M23329/3-16 
RELAY, SOLENOID: 24 VDC, 4 PDT, MFR 77342 

PN PM17DY24V 

COIL, FIXED RF: MIL type MS16221-15 


1A1C49 


1A1J1 
1A1K1 


1A1L2 


1A1MP88 

through SAME AS 1A1MP87 

1A1MP98 

1A1Q1 TRANSISTOR: MIL type 2N297A 

1A1T1 TRANSFORMER, POWER: MFR 14304, PN 391-3562 

1A1TB4 TERMINAL BOARD: MIL type 37TB13 

1A1XF4 FUSE HOLDER: MFR 14304, PN J50-0004-001 5-8 
LAIXF5 SAME AS 1A1XF4 5-8 
1A1XF6 FUSE HOLDER: MFR 14304, PN J50-0004-002 5-8 
| TAIXF7 SAME AS 1A1XF4 5-8 
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REF 
DESIG NOTES NAME AND DESCRIPTION FIG. NO. 


1A1A1L4 
through 
1A1A1L6 


1A1A2C28 


1A1A2C29 


1A1A2C38 


1A1A2C39 
1A1A2C40 
1A1A2C41 
1A1A2C42 
through 

1A1A2C44 
1A1A2C46 
1A1A2C47 
1A1A2C48 


1A1A2C49 


1A1A2C50 
1A1A2C51 
1A1A2C52 
1A1A2C53 


through 
1A1A2C56 


1A1A2C57 


1A1A2C58 


1A1A2C68 


$1-2 


SAME AS 1A1L3 
CAPACITOR, FIXED PORCELAIN: 820 PF +5%, 
500 VDCW, MFR 95275, PN VY83C821J3 


CAPACITOR, FIXED PORCELAIN: 330 PF +5%, 
500 VDCW, MFR 95275, PN VY82C331J3 


CAPACITOR, FIXED PORCELAIN: 75 PF +5%, 
500 VDCW, MFR 95275, PN VY81C750J 


SAME AS 1A1A2C37 
SAME AS 1A1A2C37 


NOT USED 


SAME AS 1A1A2C35 


SAME AS 1A1A2C45 


SAME AS 1A1A2C45 


SAME AS 1A1A2C37 


CAPACITOR, FIXED PORCELAIN: 100 PF +5%, 
500 VDCW, MFR 95275, PN VY81C101J > 


SAME AS 1A1A2C45 
SAME AS 1A1A2C45 


SAME AS 1A1A2C37 


SAME AS 1A1A2C38 


CAPACITOR, FIXED PORCELAIN: 220 PF +5%, 
2500 VDCW, MFR 14304, PN C11-0004-009 


CAPACITOR, FIXED PORCELAIN: 300 PF +5%, 
2500 VDCW, MFR 14304, PN C11-0004-018 


CAPACITOR, FIXED PORCELAIN: 200 PF +5%, 
2500 VDCW, MFR 14304, PN C11-0004-028 — 


CHANGE 1 
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TABLE 6-2A. MAINTENANCE PARTS LIST (Cont) 


REF 
DESIG | doris NAME AND DESCRIPTION 


1A1A2C69 SAME AS 1A1A2C57 

1A1A2P1 CONNECTOR, PLUG: MIL type M23329/3-03 
1A1A3J1 CONNECTOR, COAXIAL: MIL type UG-909A/U 
1A1A3L2 COIL, FIXED RF: MIL type LT4K029 

1A1A481 SWITCH, ROTARY: MFR 14304, PN 391-3830 
1A1A5CR2 SAME AS 1A1CR1 


1A1A5CR3 DIODE: MIL type 1N277M 


1A1A5CR4 
through SAME AS 1A1A5CR3 
1A1A5CR6 


1A1A5CR8 SAME AS 1A1A5CR3 


1A1A5CR10 
through SAME AS 1A1A5CR3 
1A1A5CR16 


1A1A5R26 RESISTOR, FIXED COMPOSITION: MIL type RC20GF471K 


1A1A5R27 RESISTOR, FIXED COMPOSITION: MIL type RCO7GF121K 
1A1A5R36 SAME AS 1A1A5R385 


1A1A6C6 CAPACITOR, FIXED ELECTROLYTIC: MIL type 
CS13BF 685K 


1A1A6C7 SAME AStASCS / A) 4 207 
1A1A6CR1 SAME AS 1A1A5CR3 
1A1A6CR5 SAME AS 1A1A5CR3 
1A1A6CR7 SAME AS 1A1A5CR3 
1A1A6CR8 SAME AS 1A1A5CR3 


1A1A6CR19 SAME AS 1A1A5CR3 


1A1A6CR21 
through SAME AS 1A1A5CR3 
1A1A6CR26 


1ALA6CR27 DIODE: MIL type 1N975B 


CHANGE 1 81-3 
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PARTS LIST 


_| REF 
DESIG NOTES NAME AND DESCRIPTION FIG, NO, 


1A1A6CR28 
1A1A6CR29 
1A1A6MP1 
1A1A6R18 
1A1A6R20 
1A1A6R23 
1A1A6R24 
1A1A6R38 
1A1A6R46 
1A1A6R54 
1A2J5 
through 
1A2J8 
1A2P1 


1A2P4 
abr ouen 
1A2P 


1A2P7 
1A1A8A1Q1 
1A1A8A1R1 


2A1F2 


4 


SAME AS 1A1A5CR3 

SAME AS 1A1CR13 

APC-PPC PCB: MFR 14304, PN 391-3342 
SAME AS 1A1A5R16 

NOT USED 

SAME AS 1A1A5R29 


10 


11 
12 


SAME AS 1A1A5R3 
SAME AS 1A1A5R12 
SAME AS 1A1A5R9 
SAME AS 1A1A5R29 


NOT USED 
CONNECTOR, COAXIAL: MIL type M23329/3-02 


SAME AS 1A1A2P1 


CONNECTOR, COAXIAL: MIL type UG-88E/U 
TRANSISTOR: MFR 04713, PN 2N2290 
RESISTOR, FIXED COMPOSITION: MIL type RC20GF560K 


SAME AS 1A1F7 


BASE, SHOCK MOUNT, ELECTRICAL EQUIPMENT, 
MT-3399/U: MFR 14304, PN 391-0900 


NOTES: The following notes are supplementary to basic notes 1 through 6. 


NOTE 7, 


NOTE 8, 


NOTE 9, 
NOTE 10. 
NOTE 11. 


’ NOTE 12, 


NOTE 13, 
NOTE 14. 


$1-4 


5-15 
5-15 
5-15 
5-15 


5-15 


5-15 
5-15 
5-15 
5-15 


Value and PN shown for 1A1A2C 28 is for all units except serial numbers A3 
through A145 in which it is a 1000 PF +5%, 500 VDCW, PN VY83C102J. 
Values and PN's shown for 1A1A2C38 and1A1A2C39 are for all units except 
serial numbers A5, A6, A8, A9,A10, A13 in whichthey area 110 PF +5%, 500 VDCW, ~ 


VY81Cl1l1l1J. 


Inductor 1A1A3L2 is used in all units except serial numbers A3 and A4, 
Diode 1A1A6CR29 is used in all units except serial numbers A5 through A71. 


PN shown for 1A1A6R18is for all units except serial numbers A5 th 
in which it is an RCO7GF181K. 


rough A71 


Resistor 1A1A6R20 is deleted for all units except A5 through A71 in which it 


is an RCO7GF103K. 
Capacitor 1A1A6C7 is not used in units with serial numbers A1 thro 


ugh A206. 


Capacitor 1A1C49 is not used in units with serial numbers greater than A170. 
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